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OLL AND GAS 


FUROPE'S FUEL, POWER CONSUMPTION STRUCTURE FORECAST 
Moscow GAZOVAYA PROMYSHLENNOST' in Russian No 3, Mar 8&3 pp 44-45 


[Article by wo. I. Maysuradze (VNIIEgazprom [All-Union Scientific-Research In- 
stitute for the Economics and Organization of Production and Technical and 
Economics Research in the Gas Industry]): "Peculiarities in Developing the 
Fuel and Power Consumption Structure for the Countries of the European 
Region''* ] 


[Text] An analysis of the peculiarities of developing the 
fuel and power consumption structure for the countries of 
socialist collaboration enables the conclusion to be drawn 
that questions of the effective development of fuel and pow- 
er consumption and the forming of an optimal structure 

for it can be solved successfully only on the basis of 
multilateral collaboration. 


The fuel and power activity of CEMA member count es is being developed on a 
planned basis. The bases of the planning are scientifically substantiated 
forecasts that are being developed by specialists of the collaborating coun- 
tries that take into account the characteristic trends of the modern and 
long-range development of the fuel and power activity of the industrially 
developed capitalist countries, particularly those of Western Europe. The ne- 
cessity for considering these trends is determined by the weighty snare of 
CEMA member countries in the production of fuel and power in Europe (table 1), 
and also by the intensifying interaction of the countries of socialist collab- 
oration with West European countries in various areas of economics, including 
the power-engineering sphere. 


The Development of Power Consumption in Western Europe. 


One of the most important indicators of the state of development of the fuel 
and power activity is the production of fuel and power per capita. According 
to available data, in the CEMA countries in 1980 this indicator was ~5.3 tons 
of standard fuel equivalent per person, at a time when it was ~2.4 tons of 
standard fuel equivalent per person in the EEC countries. 





*This is the beginning. The continuation is in the next issue. 








Pabie 1 Another most important indicator of 
development of the fuel and power 
activity is the structure of fuel 
and power consumption. The data 
Fue | 1965 1973 1980 shown in table 2 testify to the 
fact that total power consumption 


the Share of CEMA Member Countries*® in 
Fuel and Power Production in Europe 








OBL eccce<coccccscese 60 69.4 71.2 

= in Western Europe more than doubled 

Oilwccccces eecccces -- 91.5 97.7 83 ' ; 

: : during 1960-1980. In so doing, the 

Natural ane casing- highest rate of growth of power 
MORE BOS~ccccrccces Oret Seow Fee! canal tion in the region ie e 

Electricity.......e.. 23.3 29.2 31.3 rd 8 7 


than 5 percent per year--was 
*Kulparia, Hungary, the GDR, Poland, observed in 1960-1973. 
Romania, Czechoslovakia and the USSR 








Table 2? 


Structure of Fuel and Power Consumption in Western Europe 





Indicators 1960 1965 1973 1980 








Total power consumption, millions of tons of 


standard fuel equivalent............ cocccccecs 898 1,164.4 1722.5 1826.1 
Power consumption (in percent) through the 
use of: 
Coal, including brown coal.......ceceeeees - 59 44 23 22 
Oil ref fe eeeeneneneeenee nett eee © © ef © *-. *enrvereeeeree 35.1 44 59 52 
Natural PaS...ccccccccccens ecccccccceccs cece 1.6 2 10 14 
Hydropower and nuclear energy......eeeeeeee 4.3 10 8 11 





The increase in the share of oil and gas in the fuel and power consumption 
structure is explained by a number of factors. These should include, primari- 
ly, the high customer characteristics of oil and gas for various branches of 
industry, agriculture and the household sector. Moreover, expenditures for 
the recovery of oil and natura! gas are less than for the mining of coal in an 
amount that would be the equivalent in calorific value. 


The competition among the oil, coal and power monopolies has promoted the in- 
tensive use of oil and gas for fuel and power in the industrially developed 
capitalist countries, as a result of which the coal industry has proved to be 
practically paralyzed. The buildup in every possible way of deliveries of oi] 
from the developing countries has exerted a great influence on change in the 
structure of fuel and power consumption in Western Europe by increasing oil's 
share. 


Thus, the structure of fuel and power consumption that prevailed in West Euro- 
pean countries by 1973 put them into economic and power dependence upcn oil 
deliveries. 


The decision that the countries that export o11 adopted in 1973--to reduce the 
amounts of export of this energy-bearer and to greatly increase prices for 








thisfuel and raw material--caught the West European countries unawares. 
their own fuel and power base, the development of which prior to 1973 was de- 
liberately held back, proved to be in no position to meet the economy's de- 
mands for fuel and power. In 1973 a fuel and power crisis broke out in West 
hurepean countries. Fuel and power consumption entered a period of slowed 
prowth. Its pace, as can be seen in table 2, was reduced by about 2-2.5 per- 
cent per year, and in 1980 the total amount of fuel and power consumption in 
West Europe was ~12.8 billion tons of standard fuel equivalent. 


After 1973 even the structure of fuel and power consumption in West European 
countries underwent appreciable changes. The following trends have been 
traced in its development during 1973-1980: 


a reduction in the share of oil (from 59 to 52 percent); 
a substantial slowing of the reduction of coal's share (from 23 to 22 percent); 


prowth in the share of hydropower and nuclear power (from 8 to 11 percent); 
and 


an increase in the share of natural gas from 10 to 14 percent). 


In speaking about the prospects for fuel and power consumption in Western 
Kurope, let us note that, according to available data, its moderate pace will, 
in all probability, be maintained. The pace of growth in power consumption in 
the area will be increased in 1980-2000, as will total fuel and power consump- 
tion. In all probability, the share of oil in power consumption will be 
seduced considerably, and the share of coal wiil be increased. The pace of 
development of nuclear power will be the greatest of all branches of the fuel 
and power complex. The share of hydropower and of nuclear power during the 
period being examined will increase substantially. The share of natural gas 
will hardly change. In so doing, the absolute amount of gas consumption will 
prow constantly. 


The reduction in the long term in oil's share in the fuel and power consump- 
tion structure in Western Europe was occasioned by the limited reserves of 
this energy bearer in the region, and also by the striving to reduce imports 
of it when world prices for this fuel and raw material were growing. 


The trend toward an increase in the share of coal in the power-consumption 
structure during 1980-2000 is determined by the fact that, during the indicat- 
ed period, it is planned to use coal more widely as a fuel in various branches 
of industry instead of the increasingly scarce oil and natural gas. With a 
view to reducing consumption of the latter, it is planned that the share of 
hydropower and nuclear power in the consumption structure will grow in 1980- 
2000. This is connected with the striving of West European countries to use 
the indicated energy resources as basic power resources, therehy reducing the 
consumption of oil and na‘ural gas in power engineering. 
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Vil AND GAS 


COUNCIL RECOMMENDS STEPS TO IMPROVE MONITORING TESTS AT ACTIVE GAS FIELDS 
Moscow GAZOVAYA PROMYSHLENNOST’ in Russian No 3, Mar 83 p 23 


[Report of Geological Section of Mingazprom [Ministry of Gas Industry] Scien- 
tifi: and Technical Council: "OPE and the Development of Gas Fields-- 
Monitoring Systems" ] 


[Text] The wide use of industrial-test operation (OPE) has 
enabled the accelerated introduction into development of a 
large number of gas fields in areas where there is a devel- 
oped trunk gas-pipeline system and increased effectiveness 
in the exploration of these fields. 


The successful execution of OPE as a method for exploring gas fields and for 
speeding up their industrial conquest and subsequent rational development de- 
pends greatly upon the effectiveness of the set of measures for developing the 
fields. 


In recent years, the geophysical and downhole gas-hydrodynamic, gas-condensate 
and hydrogeological study of operating wells and of key holes has been greatly 
developed. The results of this integrated research are enabling many problems 
of field geology to be solved and effective monitoring to be executed over 
both OPE and development of the gas fields. 


The following types of work are being done under the program for implementing 
the system for monitoring OPE and development that has been created at the 
tields: observation of the dynamic formation pressure; an accounting, well 

by well, of the amounts of gas withdrawn; identification and tracking of the 
working intervals in producing wells; monitoring the advance of the gas- 
water contact; hydrochemical monitoring of the water in the wells' product; 
determination of the location of the water-ingress intervals; discovery of 
interformation crossflows of gas and monitoring over the constituent composi- 
tion of the gas; evaluation of the technical condition of the wells; and so on. 


With a view to generalizing the experience that has been gained and to devel- 
oping recommendations for improving the complex of field-geology observations, 
the Scientific and Technical Council's section on "Raising the Effectiveness 
of Geological Work and of Geophysical Methods for Studying Holes," examined 
the matter of the status of the system for monitoring the conduct of OPE and 
development of the industry's gas fields. 





Reports were heard about the status of: industrial test operation of pas and 
Jas-condensate deposits and ways for improving the operation; hydrochemical, 
gas-condensate and gravimetric research during the development of gas fields; 
wid yotems for monitoring the conduct of OPE and the development of pgas- 

ndensate fields of the European part of the USSR, Central Asia and the 
northern regions of Tyumen Oblast and Yakutia. 


[ne Scientific and Technical Council noted that in recent years Mingazprom 

has created and strengthened considerably the gas-field geophysical service, 
which iS carrying out geophysical and downhole gas-hydrodynamic research of 
levelopment wells. The results of the geophysical research of the wells (GIS) 
will enable the resolution of field-geology tasks of monitoring development of 
the fields. Special methods for monitoring the development of gas fields have 
heen created. Industrial acceptance of the pravimetric method of control is 
oOing of successfully. 


in all pas-recovery regions there has existed and there exists a service, 
based mainly at VNIlgaz [All-Union Scientific-Research Institute for Natural 
Gases] and the industry's institutes, which is executing a set of pas- 
nyvdrodynamic, pas-condensate, gas-analysis and hydrogeological studies. 


The trust Soyuzpazpeofizika [All-Union Trust for Geophysical Work for the Gas 
ndustry| and its subunits, VNIIgaz and its test p.ant, the VNPO Soyuzgazavto- 
matika [All-Union Science and Production Association for Automation of the Gas 
Industry], and SevKavNilgaz [North Caucasus Scientific-Research Institute for 
the Gas Industry] are improving the equipment and standard procedures for 
research; samplers, level papes, lubricating devices for sealing well mouths, 
thermal flow meters, and so on have been developed and introduced; and the 
manufacture of nonstandard apparatus and equipment in small series has begun. 


Along with this, the section is paying attention to the fact that research on 
monitoring OPE and the development of the fields is not being performed in an 
iiequate amount. This has been caused, on the one hand, by an underestimation 
by gas-recovery and gas-transport associations of the value of monitoring to 
the maximum the recovery of gas and condensate from the ground, and, on the 
other, by inadequate effectiveness of the research. The system for monitoring 
levelopment that is recommended in the designs often is not being fully imple- 
mented at the fields. 


Further prowth in the amount of research on the monitoring of OPE and develop- 
ment of the fields is being hindered by the poor state of supply of downhole 
iid surface apparatu and also of equipment of the appropriate classes of 
precision and reliability. Major difficulties arise in organizing monitoring 
of the development of fields whose gas contains aggressive components. 


vectalists enpaped in monitoring OPE and the development of fields are not 
idequately trained to do this work. Positive experience in monitoring the 
levelopment of oilfields is not being used adequately. 


After hearing and discussing alli the reports and speeches, the Scientific and 


Technical Council recommended: 











that the positive experience of VNIIgaz and Soyuzpgazgeofizika Trust in devel- 
oping and using a set of geophysical ane downhole pas-hydrodynamic, pas-con- 
densate and hydrogeological research for existing development wells be 
approved; 


that the dewnhole instruments, apparatus and equipment developed and manufac- 
tured by Soyuzgazgeofizika, the VNPO Soyuzgazavtomatika, VNIIgaz and SevKav- 
Nilpaz for monitoring OPE and the development of gas fields be introduced 
widely at the industry's gas-recovery enterprises; 


that it be noted that serious deficiencies are occurring at some pas-recovery 
associations in the organization and conduct of monitoring of OPE and the 
deve lopmer t of fields; 


that VNilpaz develop in 1983 instructional material that will regulate the 
work of monitoring OPE and the development of gas fields; 


that VNilgaz, the VNPO Soyuzmorgeo [All-Union Science and Production Associa- 
tion for Offshore Geology] and Soyuzgazgeofizika, jointly with MINKhiGP [Mos- 
cow Institute for Petrochemical and Gas-Industry Research] imeni I. M. Gubkin 
and the NPO Neftegazpeofizike [Science and Production Association for Geophys- 
ical Work for the Gas Industry! develop during 1983-1984 standard-practices 
upervision over the use of the compicx cf field-geology and field-geophysics 
methods formonitoring the development of pas fields; and 


that Soyuzgazgeofizika, the VNPO Soyuzgazavtomatika, VNIIgaz and SevKavNIiligaz, 
jointly with MINKhiGP, prepare by1 July 1983 a coordination plan for the devel- 
opment and production of apparatus and equipment for monitoring OPE and the 
development of gas fields. 
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OIL AND GAS 


UDC 622.621.4.054.07(1-21) 
UNATTENDED ELECTRIC-DRIVE GAS-PIPELINE PUMP STATIONS PROPOSED 
Moscow GAZOVAYA PROMYSHLENNOST’ in Russian No 3, Mar 83 pp 2-4 


[Article by M. I. Brekhman (VNIPItransgaz [All-Union Scientific-Research and 
Vesign institute for Natural-Gas Transport]): “Ways to Create an Economical 
System for Pumping Gas" ] 


[Text] By way of discussion. 


Realization of the system proposed for pumping gas will pro- 
vide for a reduction of capital investment and operating 
costs. The useful productivity and reliability of a trunk 
pas pipeline will be raised. 


in recent years, becausc of the need to transport ever-increasing amounts of 
gas over preat distances, the choice of an optimal scheme for spacing KS's 
[compressor stations] and compression ratio for trunk gas pipelines that 
are being designed, that is, the creation of a more profitable system for 
pumping gas, has been acquiring special urgency. 


As the result of a technical and economic analysis of the economics of trans- 
porting gas that was carried out by Giprogaz [State All-Union Institute for 
the Design of Gas Pipelines and Gas-Industry Enterprises], it was established 
that the minimum expenditure of power (energy) for transporting will be found 
where the compression rati is close tol. However, in this case the 
erection of a large number  . KS's of comparatively small power along the gas 
pipeline would be required. 


in continuing this research and devoting attention to the possibility of cre- 
ating simplified, unattended KS's with electric-drive units, in outdoor or 
semioutdoor versions, it was concluded, based upon a number of comparison 
computations, that, where a gas pipeline operates at coupressionratios in the 
1.06-1.10 range, a 30-percent reduction in the power of each KS and in the 
total operating power of the entire gas pipeline is provided for (figure 1). 


The optimal compression-ratio value for unattended compressor installations 
(KU's) should be determined during design development. The computations 
should be based upon existing standard procedures and operating parameters 











Figure 1. Change of Gas-Pipeline Parameters as a 
Function of the Compression Ratio (n,/n ia the 
ratio of the number of operating GPA's [gas pump- 
ing units] to the number of reserve GPA's. 





ind other newly found cost indicators for new 
equipment and for the construction of KU's and 
other facilities. 


fhe KU should have a simple scheme for manifold- 
ing, and the equipment installed at it should 
operate under the open sky or under an awning. 
KHeside the operating units installed at each KU, re 
dumiant anits are installed that will insure full 
reliability of the installation's operation. The 
KU's automation equipment will provide for switch- 
ing off a unit that malfunctions, switching on a 
reserve unit, and switching the appropriate 

vulves overteo the required positions, and it will 
quickly inform the central control post about the 
tatus of the installation. Compressor units will 
arrive from the manufacturing plant completely 
outfitted, in the form of modules. These wiil be 





easily installed and taken down, and they will be 
switched off and switched into operation at pres- 
sure, accepting the load right away. The mani- 




















folding of a KU can, for example, have the scheme 
shown in figure 2. 


The provided electric motors should be of 

the type that are protected against explosion are 
sealed avainst dust and moisture, should have a 
high rpm and power that will support operation of 
the blowers without reduction gear, and should not 
require complicated auxiliary equipment (systems 
for cooling, separate oil facilities, and so on). 


The stepdown substations should also be of the 
open-air type, completely automated, and have re- 
liable dual power feed, which is executed from 
high-voltage power lines that pass by in the given 
region. 


Assuming, however, that not all regions have the 
necessary power sources, a worst-case variant has 
been analyzed, where the required electrical ca- 
pacity is not available over the length of the 
trunk gas pipeline route. In this case, in order 
to pet power for the KS's, in-house power stations 
must be built and LEP's [power transmission lines] 
must be laid along the trunk gas pipeline. 





Y 
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Figure 2. Manifolding 
Scheme for Compres: or 
installations: 

. Trunk gas pipeline. 


1 
2. Dust traps. 
3. Gas-pumping unit. 








— 


ich assumptions, it will prove necessary to execute a set of measures: 


the nstruction of completely automated, remotely controlled unattended 
electric-drive KU's that are highly reliable and have long motor service life 
ind small compression ratios fe ¢ 1.1); 


the erection of power stations of high efficiency (primarily with steam 


turbines); 


the construction along the trunk gas pipelines of high-voltage power lines 
with unattended stepdown substations where the KU's are sited; 


the creation of a central-control service that will enable remote observation 
wd ntro] over all the units; 


levelopment of schedules for servicing and for the conduct of planned- 
preventive maintenance of the unattended KU's by personnel of a mobile main- 


tenance services unit; 
‘he organization of a mobile emergency KU-repa ervice; 


the creation of centralized (or regional) repair shops that are supplied with 
the necessary equipment, for repairing KU equipment; and 


the construction of consolidated housing settlements for operating and servi- 


cing personnel. 


avings of fuel pas under the proposed system for pumping gas will depend 
preatly upon the correct choice of type and location of the power stations. 
for this purpose, a power station that works at high efficiency (36-40 per- 


cent) 1S suitable. 


rvaluating the efficiency of transmission and of transforming the electricity 
1) 85 percent and assuming an actual (or rated) power consumption by 

i!1 KU's, we find that fuel-gas consumption for the needs of the whole sys- 
tem is reduced to 60 percent, or the saving thereof is more than 180 million 
m’' year for a pas pipeline 1,000 km long with a standard-equivalent diameter 
of 1,000 mm, or 370 million m*/year for one with a standard equivalent diame- 


ter of 1,400 mm. 


However, it is more desirable to build thermal power stations with steam tur- 
bines of the district-heating or the back-pressure type, in order to make use 
of the heat that they generate for supplying heat to cities or industrial 
facilities. Therefore, when designing a new gas pipeline, possible consu- 
mers should be determined first, including industrial enterprises that need 


energy. 


it will probably turn out to be desirable to enter invio cooperative arrange- 
ments with other branches of industry and to build enterprises that consume 

energy in large quantities. The placement of such enterprises and of the con- 
struction sites for electric-power stations should gravitate toward a termin- 


il segment of the trunk gas pipeline, or, possibly, it should be at a certain 











! from the trunk gas pipeline route. Doing so will enlarge the repion 
of search for possible sites for erecting them and will make their construc- 
tion more probable. With a power-station efficiency of 42-46 percent (depend- 
ing upon the parameters and amount of heat energy consumed), fuel-gas consump- 
tion is reduced to ~50 percent. For a gas pipeline 1,000 km long made of 
pipe with a standard-equivalent diameter of 1,000 mm, the fuel-gas saving will 
be 230 million m’/year, or, with a standard equivalent diameter of 1,400 mm, 
460 million m’/year. 


Moreover, if the thermal power stations are built in regions adjacent to the 
terminal segments of pipelines, the useful productivity of the gas pipeline is 
raised 3-5 percent. 


Preliminary computations indicate that, with implementation of the proposed 

tem f pumping gas and for supplying it with power, even taking into 
mcount the construction of high-voltage power lines and servicing roads along 
the entire trunk gas pipeline route, capital expenditures for building the 
basic trunk pas-pipeline facilities, which amount to 50-60 percent with respect 
to the construction of a KS with a gas-turbine drive, are greatly reduced. 


The use of blowers with small compression ratio at a KU will, in particular, 
enable the use of axial-type blowers and a further reduction in the energy 
consumed through a rise in the efficiency of the biowers, and it will 
greatly simplify the manifolding thereof. 


Ihe relatively small capacity and simplicity of design of the blowers will en- 
able manufacturing plants to organize their output serially. This will reduce 
their costs and enable them to be shipped completely outfitted with electric 
motors ain the form of modules. Doing so will allow them to be easily in- 
stalled, and, during operation, will allow units that have malfunctioned to 
be replaced with operable units, with the malfunctioning units sent to central 
shops, where skilled repair services will be provided. 


it is desirable to build centrally located well-supplied repair shops in areas 
where the power stations or communities have been located. 


centration of the bulk of maintenance personnel in regions where power sta- 
‘rons are built will enable a great reduction in manning by personnel who 
ervice the trunk gas pipeline and the construction of fewer but larger and, 
therefore, better equipped, housing settlements. 


The cited advantages of operating a trunk gas pipeline with compressor instal- 
lations that use small compression ratios can also be realized successfully 
where heat-engine superchargers are used as the drive. However, the creation 
of such engines requires that a large amount of test and design-development 
work be done and the units themselves will prove to be more complex than 
electric-motor drives. 
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Vil. AND GAS 


UDC 622.279.012.001.2 
METHOD FOR CHOOSING STANDARDIZED GAS-TREATMENT PLANT MODULES OUTLINED 
Moscow GAZOVAYA PROMYSHLENNOST' in Russian No 3, Mar 83 pp 5-8 


[Article by A. V.Buyerakov, A. I. Gorbachev, L. P. Bogdanova, G. E. Garber, 
A. M. Palitskiy and Yu. a, Krivoguzov (VNIPIgazdobycha [All-Union Scientific- 


Research Institute for Gas Recovery]): "The Effectiveness of Using Standard 
Industrial Modules" ] 


[Text] The Scientifically substantiated choice of a num- 
ber of unitary industrial modules and the determination of 
a criterion for optimality of their use are of great sig- 
nificance in increasing the effectiveness and quality 

of designs for building up gas and gas-condensate fields. 
The choice of standard-size modules should be based upon an 
analysis not only of economic indicators but also of indi- 
cators of the reliability of the facilities being designed. 


lwo basic indicators associated with reliability exercise, along with cost in- 
dicators, an influence on the economic effectiveness of gas-treatment systems. 
These are: the possible shortfall of gas through breakdown of the equipment, 


and the expenditures fe reserve equipment that will make up for the reduction 
of productivity. 


Computations are needed in order to determine the optimal variants of gas- 
recovery enterprises (GDP's) for modules of various productivities. The use 
of a number of standard sizes for modules, including box modules, will enable 
GDP's of a given productivity to be built up by various methods. In so doing, 
several variants exist, each of which is determinedby the amount of the 
planned productivity of the UKPG [integrated gas-treatment installation], the 
unit productivity of the modules, the number of operating and reserve mod- 
ules, and the expenditures forthe equipment. 


In order tc analyze the variants, a generalized criterion of effectiveness in 
the form of total costs to the national economy is used, enabling expenditures 
on the reserve to be compared with the harm done by a shortfall in gas deliv- 
ery. The amount of the total expenditures is the sum of the equated expendi- 
tures on the system and the mathematical expectation of harm from a shortfall 
in the delivery of gas. In order to determine the value of the mathematical 

expectation of harm from a shortfall in gas delivery, the mathematical tool of 
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Markov's random processes, which enable the values of the probabilities for 
111 amounts of productivity to be computed {1 and 2], must be used. 


Presently existing data obtained by processing information on equipment that 
iS in operation can be a basis for the calculations. The amount of the aver-— 
ape shortfall in distribution of gas and of the total equated expenditures is 
determined for the piven series of productivities of the modules in the 
planned productivity range of the UKPG that has been adopted. It is expedi- 
ent to examine first a restricted range with a productivity that does not 
exceed “°O million m’/day, which corresponds to a truncated series of module 
productivitiesof 1, 3 and 5 million m,/day. Because of the large number of 
computational variants, the calculations are performed on a YeS-1022 computer 
in accordance with proprams have been developed. 
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The calculated dependence of total 
equated expenditures on planned pro- 
ductivity is shown in figure 1. A 
comparison of the curves obtained for 
the various module productivity values 
erable the zones (indicated by color) 
that correspond to the minimum total 
equated expenditures to be singled 
out. In each of the zones that are J,3 
found the optimum is the use of 4a 
module of a definite productivity- 
Thus, for values of planned produc- 
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tivity of up to 2.4 million m’/day, it | 

is desirable to use a module with a | 
productivity of 1 million m'/day. Then 0,2 a | 5 (B) 
follows the zone of optimality of a 4 12 Ann MrH.M /cyr 





module with a productivity of 3 mil- 
tion m*/day, which is restricted by the value of 8.3 million m’/day (except 
for a certain interval). For the remaining series of values of planned pro- 
ductivity, the use of modules with a productivity of 5 million m*/day is 





opt imal ° 


The indicated calculation was made for average values of the module reliabili- 
ty indicator, and also for the average specific harm. At present, however, 
substantiated data on module reliability are lacking. Therefore, the calcula- 
tions were performed by a_ variant method for practically the whole 
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permissible interval of module reliability indicators--from 0.93 to 0.99. 
similarly, a wide interval of change of value of specific harm, from 10 to 20 
rubles/1,000 m°, was examined. 


The results of the analysis of a large number of variants obtained is a con- 
firmation of the previously determined zones for modules of various productiv- 


ities. 


illowever, it should be noted that the zones singled out correspond to definite 
ratios of expenditures per module of various productivities. According to 
existing data, the average ratio of expenditures of modules with a produc- 
tivity of 5 and 3 million m’/day is the value K = 1.45. As technical prog- 
ress proceeds and advanced methods for producing standard outfitted-module 
equipment are introduced, a reduction of its value obviously should be 

expec ted. 


An exp.nded analysis has been performed for the long term on effectiveness at 
vari us values of the expenditures ratio (from 1.1 to 1.6). It was estab- 
licned that, as the values of K are reduced, a sharp reduction in the zone of 
use of the module of 3 million m’/day productivity occurs, and at values less 
than the critical one (K < 1.3), this zone is practically reduced to two iso- 
lated values of 3 and 6 million m'/day, 


that is, it disappears (figure 2). | 
3, py6/1000m5 (A) 


Fipure 2. Specific Total Equated \ | | 
Expenditures as a Function of the 3\ \7 
Productivity of a System for Vari- 0,6 | T 
ous Unitary Capacities of Industri- 
al Modules (K = 1.3). 2 























(The symbols are the same as for | 
figure 1.) 








0,5 
Thus, aS a result of the analysis 
performed on the basis of general- 
ized criteria of effectiveness, 
taking reliability into account, it 
was established that, as the ratio 
of expenditures for modules with 0,4— 
a productivity of 5 and 3 million 
m'/day decreases, the zone of the 
$ million m’/day module has a ten- 
dency to deteriorate. 
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When a sufficiently high technical 0.3 
level of production of standard . 
equipment is reached, practically 

the whole range of UKPG productivi- 
ties examined can be covered by two 
standard-dimension modules--1 and 5 


million m’/day. Therefore it is 0.2 
desirable that the efforts of "0 % 
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levelopers, designers and machinebuilders focus on the creation and output 
primarily of modules of the productivities indicated above and of the appro- 
priate box modules for auxiliary equipment. Designers should pay special 
attention to the development of a number of standard designs and of appropri- 
ately unified schemes of master plans for UPPG's, UKPG's and GS's, which are 
based upon the use of outfitted-module equipment with a unit productivity 
of 1 and 5 million m’/day. 


Let us note that such a "rigid" unification does not cause a great rise in 
capital investment, since the share of expenditures on construction-site 
tructures for pas treatment is from 15 to 30 percent, while for industrial 
equipment it is 2-10 percent of all expenditures at field facilities. At 
the ame time, many currently existing design solutions that are nonrational! 
and varied in type will, naturally, disappear. The solution of questions of 
choice and outfitting and the installation and operation of the equipment, and 
the solution of questions of long-term planning and of developing an integrat- 
ed system of material and technical standards are preatly facilitated. 


In connection with the preparation for operation of large new gas fields, it 
becomes necessary to use industrial modules of high productivity fo. drying 
pas. The series of values of unitary productivity has been expanded to 10 
million m’/day. Since the baseline data for the module with the productiv- 
ity of 10 million m’/day are not fully complete, calculations are performed 
by the variant method over a broad range of changes of source data. 


Various calculated values have been adopted for module reliability indica- 
tors--within the 0.93-0.99 range. For values of the ratio of expenditur 
Ky ro f° 5 )6~—COthe «limits of change have been adopted as 1.35-2. 





Figure 3. Specific Total Equated 3, py6/1000m3 (A) 
Expenditures as a Function of the 0,3. 
Productivity of a System for a 

Unit Capacity of Industrial 

Modules of 5 and 10 Million m,/- 

Day. 
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Analyses of total equated ex- 
penditures that take reliability 
into account have been made, and a 
family of curves of changes in the a Vv K2=1, 5 
calculated values as a function of JP) 
the productivity of the whole sys- 70 26 36 Ann man. M/C 








tem that is being provided for 
preparing gas in the interval 20-50 million m’/day has been constructed 
(figure 3). An analysis of the curves obtained has enabled an interval of 
values to be found for the rati»o of expenditures per module, in which 
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there is a limit on the use of modules with a productivity of 5 million m'/- 
day. If the values of K, are in the 1.55-1.70 interval and the module re- 
liability indicator has an intermediate value of 0.95, then the limit of 
application of a module with a productivity of 5 million m’/day is a value on 
the order of 30 million m‘/day. 


Rough values for K, that have been obtained, particularly by extrapolating the 
amounts of expenditures per module with productivities of 1, 3 and 5 million 
m’/day, correspond to the indicated interval of values, so the con- 
clusions that have been drawn for them are valid. 


Consequently, the use of a module with a productivity of 5 million m'/day can be 
recommended for practical use where total productivity of the system for 
treating gas is up to 30 million m’/day, and the use cf a module ~ith a pro- 
ductivity of 10 million m*/day can be recommended where total productivity is 
more than 30 million m’/day. 


An analysis of other possible baseline indicators leads to similar conclu- 
sions. However, the area of use of a module of 10 million m’/day productivi- 
ty will be expanded with increase in reliability. The limiting value of total 
productivity of systems for treating gas, for which the use of a module with 

a productivity of 10 million m‘/day is desirable, can be reduced from 30 to 25 
million m’/day. 


The conclusions given were obtained on the basis of an analysis of limited 
economic data and common consistencies of the "behavior" of zones with change 
of the reliability indicators, ratio of expenditures and the harm from short- 
fall in delivery of gas. Nevertheless, they enable a single-valued choice 
of industrial modules to be made over the whole interval of values of UKPG 
productivity that are examined. Areas near the boundaries of the zones where 
solution of the problem of choice between competing variants willl depend 
upon the actually existing state of affairs are an exception. 
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Ull AND GAS 


MOBILE POWER PLANT PROVES ITSELF AT WEST SIBERIAN GAS FIELDS 
Moscow GAZOVAYA PROMYSHLENNOST' in Russian No 3, Mar 83 pp 14-15 


[Interview with Isaak Ivanovich Agayev, chief of the Administration for Ma- 
terial and Equipment Suppiy, and Anatoliy Fotiyevich Shkut, head of the Admin- 
istration of the Chief Engineer [Ministry of Gas Industry], by accrrespondent: 
"A Mobile Power Source" | 


[Text] In the initial period of exploration and development of West Siberian 
oil and gas fields, geologists and oilfield and pgas-field workers face the 
problem of power supply for operating facilities in the areas where the 

work is proceeding. A paradoxical situation has prevailed: where there was 
a substantial energy potential in the form of hydrocarbon raw materials, a 
severe shortage of electricity was being experienced. By virtue of the 
region's remoteness, the difficulty of access and the severe climatic condi- 
tions, the creation of traditional systems for supplying power from industrial 
power grids or the construction of stationary power stations was practically 
impossible during the first stages of operations. 


The use of diesel engines for the drive of mobile electric-power stations 
and drill rigs posed a difficult problem in supplying the region with fuel. 
As installed capacity grew, the delivery into the operating regions of tens 
of thousands of tons of diesel fuel was required. Taking into account the 
complicated transportation scheme for the region and the seasonality of the 
scheme's operation, ali this turned into enormous expenditure and ioss of 
materials. With the shift of operating facilities to the North of Tyumen 
Oblast, the importance of a supply of power has risen. 


Coworkers have come to the aid of the oil and gas-field workers. The motor 
builders who created engines for winged vehicles produced, in collaboration 
with the recovery branches of the economy, transportable power plants of 
high unit capacity that are based upon aviation engines. 


The highly economical nature of this equipment is insured through the second- 
ary use in energy installations of engines that had worked out their engine 
life in the air and had been rebuilt for operation on gas-type fuel. 


The Ministry of Gas Industry adopted a decision to supply primarily drill 
rigs, and then field-support enterprises, with PAES-2500 electric-power 
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plants. And the correctness of the decision has been confirmed completely. 
Right now one can say with confidence that, without the use of these power 
plants, it would be difficult to imagine accelerated development of West Si- 
beria's pas deposits. 


The Ministry of Gas Industry has presented, "A Complex of Operations for Cre- 
ating and Introducing into the National Economy a Family of Automated Power- 
rngineering Installations Based on Aviation Engines" (the originators: V. F. 
Abubakirov, I. I. Agayev, G. Ye. Bolgartsev, V. G. Kurchenkov, V. V. Khorun- 
zhin, A. F. Shkuta, A. G. Yugay, V. A. Boguslayev, V. L. Voronin, F. I. 
Ishchenko, V. A. Konstantinovskiy, N. A. Lukinykh, V. I. Omel'chenko, V. L. 
Starikov, N. V. Burtsev, V. N. Kolomatskiy, U. U. Mansurov, L. I. Ovsiy, V. P. 
Roslyakov, S. P. Chitipakhovyan, V. M. Aristov, D. S. Yermakovich, B. A. Su- 
khanov, O. V. Popovskiy and V. A. Shpilevoy), for participation in the compe- 
tition for the 1983 prize of the USSR Council of Ministers 


The journal's editorial board requested participants in this uevelopment work, 
[saak Ivanovich Agayev, chief of the Administration for Material and Equipment 
Supply, and Anatoliy Fotiyevich Shkut, chief of the Administration of the 
Chief Power Engineer, to answer its correspondent's questions. 


[Question] Isaak Ivanovich, you, as the chief "distributor" of supplies and 
equipment in the branch especially accept the importance and necessity for 
using them thriftily and rationally. What kind of a role does the PAES-2500 
play in the solution of this problem? 


[Answer] The intensive path of developing the industry's economic system on 

the basis primarily of more effective use of the supplies and equipment allo- 
cated to the gas industry is one of the chief indicators of the work of Min- 

gazprom [Ministry of Gas Industry]. 


Great attention is being paid in the industry to questions of the economical, 
thrifty and rational use of resources. In considering the complicated and 
expensive scheme for delivering equipment and materials to West Siberia--our 
country's main gas-recovery region-—-the use of local materials and raw materi- 
als is, under these circumstances, an economically advantageous element. In 
particular, the constantly increasing amount of drilling in West Siberia re- 
yuires the importation of tens of thousands of tons of diesel fuel from the 
country's central regions, although the natural gas of the fields being 
drilled can be used as a fuel for the drill rigs. 


fherefore, the drillers of che oil and gas industries and of the geological 
branch are widely using PAES-2500 type gas-turbine electric-power plants as 
the main source of power for the BU-80E and BU-4E type drill rigs. 


ixperience in mastering the new fields, indicates that the introduction of 
industrial facilities for recovering gas outruns, as a rule, the con- 
struction of fixed power stations and LEP's [power transmission lines], and, 
therefore, in some cases it is economically undesirable to bring LEP's to fa- 
cilities that are of a mobile nature, particularly those such as drill rigs. 
In these cases it is more effective to use the PAES-2500 electric-power 
plant as a source of electricity. 








fhe Vyngapurovskoye field was drilled over in a short time thanks to their use. 
At the Urengoy field 23 drill rigs are now operating with the use of the 
PAES‘s. 


The use of these rigs is not restricted to the northern regions. They enjoy 
no small favor in the desert regions of Central Asia that are difficult of 
access. For example, four PAES-2500's were introduced when the Shurtan fields 
in Uzbekistan were drilled over, eight were introduced when the Dauletabad 
pas-corndensate field was drilled over. 


The main benefit from the use of PAES is gained in the saving of diesel fuel. 
When the fields were being drilled with the use of mobile power plants, 12,500 
tons of diesel fuel were saved, and the saving of motor oil exceeded 1,000 
forms. 
the structure of the savings of these expenditures indicates also that use of 
the mobile power plants influences considerably a reduction in idle organi- 
zational time caused by delays, in some cases, in the importation of the 
diesel fuel for the drill rigs. When drilling fields over with the PAES-2500, 
the net effective drilling speed 1S increased on the average by 26 percent. 


Mingazprom's central staff has made a decision to develop the Yamburg field 
with electriec-drive drill rigs, their electricity to be supplied by PAES-2500 
electric-power plants. 


[Question] Anatoliy Fotiyevich, tell us, please, about the main advantages 
and the areas of use of mobile power plants in the gas industry. 


[Answer] Use of the PAES-2500, which operates on local fuel, as a mobile and 
reliable source of electricity of great unit capacity, is economically desir- 
able from all points of view. 


These power plants are compact, have comparatively small dimensions, are high- 
ly automated, do not require water for operation, and are highly maintainable. 
Motor service life in the North reaches 8,000-9,00/ hours, which is a good 
figure. 


The power plants mentioned are being used widely in the branch not only for 
drill rigs but also for starting certain compressor stations or UKPG's 
[inteprated pas-treatment installations] that are being introduced, to which 
the stringing of LEP's has been delayed. Moreover, they are being used as a 
temporary and economical source of power at pioneering housing settlements 
ind industrial bases. 


In the pas-bearing regions of West Siberia alone, we aiready have more than 
120 PAES-2500's in operation. The mobility, compactness, potential for 
delivery by air transport to any region that is difficult of access, and 

use of natural gas and casing-head gas as the fuel will enable these in- 
stallations to be used on a still larger scale during the development of gas 
fields in other parts of the country that are difficult of access. 
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[ne annual increase in the number of these installations that are allocated 


Le gas industry 1s promoting the wide use of PAES's in the branch. 


Thanks to the collaboration of specialists of various industries that are 
thriftily resolving the national economic tasks set for them, aviation equip- 
nent has acquired a second life and is solving urgent problems of developing 


stural resources in remote regions of our motheriand that are hard to get to. 


fhe creators of the PAES-2590 have not stopped with what they have achieved. 
jointly with UkSSR Academy of Sciences scientists, they have developed special 
heat exchangers and noise suppressors that are being installed on the exhausts 
of the gas turbines. These will enable production and household facilities to 
be provided «'th teat and hot water in the Far North environment and also a 
reduction of the roise level to the hygienic norms for housing areas. 


[ want to emphasize the interindustry importance of the mobile power plants. 
Their use in the oil industry and in the geological prospecting sphere has 
ived more than 150 million rubles. 


n reliability, economic effectiveness and service life, PAE=-z500 installa- 
tions cede nothing to the best foreign models of this type. 


in the foreseeable period of developing the country's new gas-recovery re- 
pions, drill rigs with drive off a PAES will be a reliable and economical 
means for drilling over gas and o11 deposits. 
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oil. AND GAS 


UDC 621.565.93/.94 
FACTORS AFFECTING USE OF SECONDARY HEAT AT GAS TREATMENT PLANTS ANALYZED 
Moscow GAZOVAYA PROMYSHLENNOST' in Russian No 3, Mar 83 pp 18-19 


[Article by R. M. Makar, A. S. Patychenko, B. I. Shelkovskiy, A. N. Ostapenko 
and N. I. Sereda (Soyuzgazproyekt [All-Union Institute for the Design of 
Gas-Industry Facilities]): "The Influence of External Factors on the Charac- 
teristics of Recovery-Type Heat Exchangers of GPA's [gas-pumping units]"'] 


[Text] The use of secondary energy resources of trunk gas 
pipeline compressor stations is acquiring increasingly great 
importance where the drive to save all types of resources, 
including fuel and electricity, is being widely promoted. 


Secondary energy resources (VER's) at stations equipped with gas-turbine dive 
gaS-pumping units (GPA's) are now being recovered ir heat-exchangers with a 

recovery module that is serially produced by the Shchekino RTO [Technical Ser- 
vice Company] Plant and Sysert's experimental machinery plant, Sysertgazmash. 


The basic technical tndicator of recovery-type heat exchangers--heat produc- 
tivity Qp--is determined by the flow rate and temperature of the drive motor - 
exhaust gases, which are functions of the outside air temperature ty.g and 
pressure p and the relative capacity of the GPA'sN. It should be noted that 
the thermal & and aerodynamic characteristic of heat exchangers that are ob- 
tained during tests for specific KS [compressor station] conditions cannot be 
used to design systems for KS heat supply and for external requirements with- 
out making additional calculations. This is explained by the fact that the 
experimental characteristics of heat exchangers do not correspond to the com- 
puted characteristics at the temperature for the coldest five-day period for 
the given region. With a view to providing for the possibility of designing 
KS's for various climatic zones with use of the VER's that are recovered for 
the needs of the industry and the national econcony, Soyuzgazproyekt has ob- 
tained by the compucational method Qy as a function of tus and N for unified 


recovery-type heat exchangers for GTK-10, GTN-6, GT-6-750, GPA-Ts-6.3 units, 
and also for heat exchangers forGTN-16 and GTN-25 units of the future. 


Information about the flow rate and temperature of the exhaust gases for the 
units at various outside-air temperatures that were obtained from the plants 
that make GPA's were used as baseline data for the computation. 
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However, the indicators presented by the plants do not, as a rule, p-srmit con- 
ideration of change of these parameters as a function of the loai on the 
init at co stant outside-air temperature. In order to consider this factor 
shen making computations, analytical functions have been obtained for the flow 
rate and temperature of GPA exhaust gases in the form of the functions 


G =f (WN. Ts. s. Pu. ss): T,=/(N, Ta. s. Pu. o)- 
The following equations are the bases for the functions obtained [1]: 
=o 33. 
GC, = N5;° ° (1) 
To ap 7 | 0-165 (1 —~—N a9). (2) 


where G and Nap are the relative equated flow rate and temperature 


nop Tague’ 


of the exhaust gases and GPA capacity, respectively. 


in using the formula for referring GPA parameters to normal conditions [2] and 





expressing exhaust-gas flow rates and temperatures in absolute units, equa- 
tions (1) and (2) can be presented in the form 
T 0,665/ p. . \0,67 

G = Gyn. “_*s ( : 

ee hor Pr. m " 
T. . = Ts. ts 9.9 Pu. me 

P —— |0, 0, . wy —— i. (4 

T; Ts, r+ | 855 + 65h ( xy 7 | 


where Gis the flow rate of GPA gases, kg/force; T, is the temperature of the 
GPA exhaust gases, K; Py,g and Ty.@ @re the pressure and temperature of the 


outside air, Pa and K, respectively; N is the relative capacity of the unit; 
and the index O constitutes the computed GPA parameters. 


In considering that most KS's are located in a flat locality, the effect of 
outside-air pressure on GPA parameters can be disregarded. Therefore, Pup = 
Py.p, oan be adopted in the calculations. 

"™e 


Values for the flow rates and temperatures of the exhaust gases for N = 0.6- 
1.2 were obtained in accordance with equations (3) and (4) over the range 
tuee from - 40 to +10 degrees Celsius for GPA's of the types indicated above 


by the computational route, taking into account the tolerances that had been 
adopted. Later these values were used in determining the characteristics of 
recovery-type heat exchangers for the various ty,g and N. 


rhe table shows the values of the rated heat productivity of recovery-type 
heat exchangers for some GPA's at various ty,g and ¥. 


For clarity and convenience of use, graphs of the heat productivity of unified 
recovery-type heat exchangers as functions of outside-air -emperature and 
rela\ive capacity for the GPA types indicated above have been constructed in 
accordance with the indicated tabular values. 
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ductivity, that is adequate for 
a given specific customer. The degree of regulation of heat productivity 





Q 
& = ——BAE__"mI8_ 1099 ) 
Q, 
man 
where Oy is the maximal heat productivity of the heat exchanger with com- 


pletely Closed regulating organs, GJ/hr; and OT nin is the minimal heat produc- 
‘ivity of the heat exchanger with completely open organs of regulation, deter- 
mined, for example, in accordance with equation (3), GJ/hr. 


Soyuzgazproyekt has conducted a number of appropriate calculations in order to 
evaluate the influence of -xternal factors on the degree of regulation of heat 
productivity and the aerodynamic resistance of the heat exchangers and to con- 
sider this influence during design and operation. 


This was done by use of the methodology of computing the regulating character- 
istics of heat exchangers [3] relative to :secovery-type heat exchangers that 
have been created on the basis of recovery-type heat-exchange modules and 
slide valve modules, for various types of GPA's with gas-turbine drive and 
for their different relative capacities. The heat productivity of a recov- 
ery-type heat exchanger as a function of the angle of installation of the reg- 
ulating valve of the slide-valve module and of the outside-air temperature 
have been obtained. It has been established that, with change in outside-air 
temperature, the degree of regulation of heat productivity is changed extreme- 
ly insignificantly. 


The heat exchanger's aerodynaric resistance is reduced insignificantly with 
rise in outside-air temperature. This is explained by change in GPA parame- 
ters from ty@- With increase in the angle of installation of the regulat- 
ing valve of the slide-valve, the aerodynamic resistance of the heat 
exchanger rises substantially. 
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obtained permit determination of the possible peneration of VER's for 
KS conditior back at the design stage and also during the process 
. t 4 perat iom. 


Moreover, tt 


Po ie 


process of regulating the release of heat to customers that is 
:lly organized and that uses the graphs obtained will enable GPA recov- 


neat exchanpers to operate with minimum expenditure of the fuel gas of the 
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NUCLEAR POWER 


‘EMA NUCLEAR POWER DEVELOPMENT 


Moscow EKONOMICHESKOYE SOTRUDNICHESTVO STRAN-CHLENOV SEV in Russian 
No 3, 1983 pp 2-4 


[Interview with Aleksey Antonov, deputy chairman of the USSR Council of 
Ministers, chairman of the International Commission for the Coordination 
of Cooperation between CEMA Member-Countries and the SFRY in the Produc- 
tion of Equipment for AES's, by the editors: "The Goal Is A Speeded-Up 
Development of Nuclear-Power Engineering"; date and place not specified/ 


[Text/ [Question/ How has cooperation developed among the CEMA member- 
countries in the field of machine building for nuclear power? 


[Answer/ The inter-action among the CEMA member-countries in the field of 
nuclear-power engineering and machine building for it is based on the General 
Arreement dated 23 November 1977 on the Prospective Development of Integrated 
Power-Engineering Systems for the Period up to 1990, as well as on the Pro- 
eran for the Development of Nuclear-Power Machine Building, as adopted at the 
3ist CEMA Session. 


An important role in the upsurge of this highly effective sector is played by 
the Agreement on Multilateral International Specialization and Cooperation in 
Production and the Reciprocal Deliveries of Equipment for AES's, as signed on 
28 June 1979 by the heads of government of the seven CEMA member-countries-- 
the PRB, HPR, GDR, PPR, SRR, USSR, and the CSSR, as well as Yugoslavia. It 
is directed at combining our efforts to speed up the creation of specialized 
capacities for manufacturing technically complex power-engineering equipment. 
And this will facilitate the implementation of extensive plans for building 
AES'‘'s. 


The signing of this agreement was preceded by a great deal of work on setting 
up cooperation in producing equipment for AES's. At the beginning it was 
conducted on the basis of bilateral agreements between the Soviet Union and 
those countries which had expressed a desire to cooperate in manufacturing 
certain types of such equipment. 


During this period a number of countries built new specialized enterprises or 
modernized existing ones, which were fitted out with up-to-date machine toois, 
welding equipment, and apparatus for quality controls. Thus, in the CSSR 
large workshops were built at the Shkoda Association, at the Vitkovitskiy 
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Machine-Building and Metallurgical Combine, the Slovatskiy Power-Engineering 
Machine-Building Plant, and a number of other enterprises. 


[in Yugoslavia the Energoinvest put into operation a large workshop for produc- 
ing steam separators for reactor installations of the RBMK [high-power 
pressure-tube reactor] type. In the HPR at the Gants Mavag Plant a workshop 
has been modernized for manufacturing transport-loading machines. In the PPR 
at the Rafako Plant a workshop has been built for producing volume compensa- 
tors and steam generators, while at the Fakop Piant a workshop was modernized 
tor producing heat exchangers. A number of facilities were put into operation 
at the enterprises of other countries which are participants in the agreement. 


Simultaneously with the creation of specialized capacities there occurred 
the process of mastering the production of special steels and materials, 

- technology of manufacturing equipment for power units with reactor 
installations of the VVER /shell-type water-moderated water-cooled reactor/- 


The successful solution of these problems was facilitated by the broad- 
based, multi-faceted aid on the part of Soviet organizations. They trans- 
mitted to their counterparts plan-design and engineering specifications 
which nad been worked out in the USSR, adapted it to the specific produc- 
tion conditions in the countries concerned, took part in the development 
of the production of special materials and equipment, as well as in the 
deliveries of complete sets of items and assemblies. 


Nuring this period the industry of a number of countries set up the manu- 
facture of about 20 types of engineering equipment. AES's under construc- 
tion were outfitted with biological-protection equipment from the PRB, 
special water purifiers from the HPR, heat exchangers from the HPR and the 
PPR, volume compensators, main circulating pipelines, as well as main 
shut-off valves and steam-super-heater-separators from the CSSR, along 
with collectors, pipelines, and steam separators for RBMK-type reactors 
from the SFRY. 


[question/ How would you characterize the present-day stage of coopera- 


tion? 


{Answer/ The successful implementation of the bilateral agreements and 

the preparation of an industrial base conducted in these countries have 
ilemonstrated how great the possibilities are for machine building in the 
socialist countries; they have created the foundation for making the tran- 
sition to a qualitatively new phase of cooperation--on a multilateral 
basis. Its task is to ensure the further significant increase in the vol- 
umes of cooperative production and the expansion of specialization among 
countries involved. This was dictated by the acceptance by the CEMA mem- 
ber-countries of a course aimed at intensifying the development of nuclear- 
power engineering. 


[he re-structuring of the industry of the CEMA member-countries which was 
carried out in connection with this was brought about by the characteristics 














it~ economic construction at the present time. The fact of the matter is 
that the further increase in production and deliveries of the traditional 
types of fuel have become more and more expensive. The Soviet Union, for 
example, has to develop new petroleum deposits which are located, as a 
rule, in the hard-to-reach sparsely populated regions of Siberia and the 
Far North; this is both complicated and expensive. Therefore, we must 
seek out new sources of fuel and energy, as well as ensuring their intro- 
duction into economic circulation. 


[t was precisely at this that the agreement of June 1979 was aimed. It 
provides that the participating countries must produce more than 140 types 
of equipment for AES's with power units having capacities of 440 and 1000 
MW. 


‘intil just recently these reactors and other complex equipment were being 
produced exclusively in the USSR. But now, when the need for nuclear 
equipment has grown significantly, the development of nuclear-power mach- 
ine building has become a common cause for the eight socialist states. 

In fulfilling this agreement, more than 50 of their plants and associa- 
tions have joined together in a close and mutually advantageous coopera- 
tion. 


4y the present time practically all the products list of equipment for 
AES's with power units having a capacity of 440 MW, as provided for by the 
agreement, including complete reactor installations of the VVER-440 type, 
have been developed by the industry of the countries participating in this 
ay reement. 


(Question/ What specific effects will this cooperation have for the imme- 
diate future? 


[Answer] As the result of joint efforts in the European CEMA member-coun- 
tries, AES's with a total capacity of about 4.5 million kW have already 
been put into industrial operation, including 1,760,000 kW each in the PRB 
and the GDR, and 880,000 kW in the CSSR. Construction is nearing comple- 
tion on two units of 440 MW each--one in the HPR and another in the CSSR. 
Another 24 units with approximately 14 million kW are in the stage of 
planning and construction. Of these 22 with 12 million kW will be put 
into operation prior to 1990. At the stage of consideration is the cons- 
truction of AES's in the PRB, CSSR, PPR, and the SRR, with a total capa- 
city of approximately 8 million kw. 


During the current five-year plan, along with supplying nuclear-power equip- 
ment for AES's with reactors of the VVER-440 type, we must make the transi- 
tion to producing equipment for the new generation of AES's--those with 
reactors of the VVER-1000 type. \h2ll-planned work is already being con- 
ducted along these lines. However, with respect to individual types of 
items, the specializing countries must adopt additional measures to speed 

up the development and increase of capacities. What I have in mind is the 
production of transport-loading machines and mechanisms for servicing 
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reactors (HPR), circling-type cranes (GDR), special reinforcement (PPR), 
equipment for the reactor installation (CSSR), main circulating pumps (SRR), 
and others. 


manufacture of such complex and important products requires a comprehen- 
Sive approach. It is a matter of ensuring a high degree of quality and 
reliability for the equipment being exported, organizing monitoring con- 
trols over the on-schedule production and delivery, and establishing uni- 
fied prices on items from the different countries. 


Since they ascribe great importance to the quality of the equipment being 
manufactured within the framework of multilateral cooperation and take into 
account its direct influence on the reliability and safety of nuclear elec- 
tric-power centers, the participating countries provided in the agreement 
that its engineering inspection will be carried out by Soviet organizations 
directly at the enterprises. 


Experience has shown that to a considerable degree this facilitates the 
solution of the problem. Moreover, it has revealed the feasibility of 
extending the inspection by Soviet specialists to all the basic engineer- 
ing equipment being manufactured by the countries participating in this 
agreement for AES‘'s, regardless of whether it is being delivered to other 
countries or is being manufactured for domestic needs. 


From our point of view such an approach will allow us to employ integrated 
requirements for the quality of all equipment for AES's whose production 
has been provided for by the agreement on multilateral cooperation. Ob- 
viously, the appropriate organizations of these countries must speed up 
the implementation of this principle. 


[question] Couldn't you tell us in some more detail about the activities 
of the commission? 


[answer/ The overall coordination of cooperation between the participat- 
ing countries as well as the systematic monitoring controls over the course 
of the fulfillment of the obligations undertaken by them have been entrusted 
to our Inter-Governmmental Commission, which includes plenipotentiary rep- 
resentatives from the governments of the countries concerned on the level, 
as a rule, of deputy heads of government. 


Taking place at the sessions of the commission is a regular exchange of 
information between the countries involved; they also outline measures 
directed at carrying out the obligations with regard to the manufacture 
and delivery of equipment for AES's. The commission discusses problems 
connected with the creation of new capacities, the provision of engineer- 
ing specifications for equipment being produced, working out price lists, 
introducing specific adjustments to the products list, volumes of produc- 
tion and deadlines for the reciprocal deliveries of equipment for AES's, 
as well as for the specialization of countries. 
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[In June 1982 the 36th CEMA Session considered the commission's report on the 
progress being made in implementing the Agreement regarding the multilateral 
international specialization and cooperation in the production and recipro- 
‘al deliveries of equipment for AES‘s during the years 1951--1990. It was 
noted that this large-scale agreement, which has no analogies in internatio- 
nal practice, is being consistently implemented. 


Having emphasized that fulfilling the agreement ensures the practical im- 
plementation of the decisions made by the congresses of the Communist and la- 
bor parties of the CEMA member-countries on improving the structure of the 


, 


fuel-energy balances of the countries, creating reliable sources of enerry 
supply and strengthening the power-engineering base of the countries of the 
socialist community, the Session approved the activity of the Inter-Govern- 
mental Commission on coordinating cooperation within the framework of the 
agreement. At the same time, it was recommended that the participating coun- 
tries carry out a number of additional measures with regard to further devel- 
Oping inter-action in the field of nuclear-power machine building as well as 


international specialization and cooperation as follows: 


--to complete in 1982--1983 the preparations for producing throughout the en- 
tire agreed-upon price list equipment for AES‘s with reactor installations of 
the VVER-1000 type and to create, within the briefest possible time period, 

a standariized price list for the above-mentioned equipment; 


--to continue work on further improving the quality of items in order to en- 


sure a high level of reliability and safety of the AES‘s, to constantly im- 
prove the engineering inspection of equipment; 


--to pay particular attention to standardizing the basic and auxiliary equip- 
ment, to integrate the schematic solutions and the entire element base of 
the automated systems for controlling the engineering processes of AES's. 


It was proposed that the Inter-Governmental Commission concentrate its atten- 
tion on solving the given problems and expanding its coordinating activity 
with regard to implementing the agreement, extending it to all the lines of 
inter-action among the participating countries, including those in the field 
of science and technology. This will facilitate the greater concentration of 
efforts by the countries concerned on the most important problems of success- 
fully implementing the program of AES construction. 


The Seventh Session of the Inter-Governmental Commission, which was held in 
Rudapest at the end of September 1982, adopted a well-developed decision, di- 
rected at implementing the tasks flowing from the decree of the CEMA 36th 
Session with regard to the commission's report. Examined here were the ques- 
tions of countries carrying out their obligations with regard to the produc- 
tion of equipment for AES's in accordance with the agreement, and specific 
measures were outlined for ensuring its delivery within the established dead- 
lines; proposals were approved for the further development of cooperation in 
the field of nuclear-power machine building and the expansion of the products 
list for the output of specialized equipment. 





The commission adopted important decisions with regard to further improving 
the system of quality controls on the items; it ratified an integrated price 
list on the basic types of specialized equipment for AES's with reactor in- 
stallations of the VVER-1000 type. 


The successful implementation of a multi-faceted agreement is also of great 
political importance. It testifies with new force to the advantages of so- 
cialism in solving the most complex problems of modern-day economics. 


COPYRIGHT: Sovet Ekonomicheskoy Vzaimoposhehi Sekretariat Moscow 1983 
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NUCLEAR POWER 


CEMA COOPERATION IN NUCLEAR POWER DEVELOPMENT 


Moscow EKONOMICHESKOYE SOTRUDNICHESTVO STRAN-CHLENOV SEV in Russian No 3 
1983 pp 10-14 


[Article by Aleksandr Motorin, CEMA Secretariat: "Multilateral Cooperation-- 
An Important Factor in the Development of Nuclear-Power Engineering"™] 


[Text] The CEMA member-countries have paid chief attention to improving the 
structure of the production and consumption of fuel~and-energy resources, as 
well as to their efficient and economical utilization. This has been reflected 
in the DTsPS [Long Term Goal-Oriented Cooperation Program] with regard to pro- 
viding the economically justified requirements of the countries for the prin- 
cipal types of energy, fuel, and raw materials, where an important place in 
solving this problem has been allotted to nuclear-power engineering. 


Within a comparatively brief time interval nuclear-power engineering has 
made an enormous leap in its development. The world's first AES with a 
capacity of 5000 kW was designed and ouilt in the Soviet Union, and it 
produced industrial current on 27 June 1954. And by the end of 1981 (accor- 
ding to data from the IAEA [International Atomic Energy Agency/) in 23 of 
the world’s countries 272 nuclear-power reactors were in operation with 

a total capacity of 152,603 MW (el.), which were producing 9 percent of 

all the electric power being produced in the world (approximately 720 bil- 
lion kW-hrs.). According to the forecasts, by 1985 this figure will reach 
17 percent. 


Such a rapid development of nuclear-power engineering is to be explained 
by the following two main reasons. In the first place, nuclear reactors 
do not require organic fuel (petroleum, natural gas, or coal), which for 
many countries is in very short supply, and, in the second place, they do 
not contaminate the environment. 


The CEMA member-countries on the whole have considerable resources of orga- 
nic fuel at their disposal. Thus, almost half of the world reserves of 
hard coal and about 4O percent of the natural gas are concentrated in the 
Soviet Union. But territorially they are distributed extremely unevenly; 
their extraction in the poorly developed, compiex climatic conditions of 
the country's eastern and northern sections, and particularly the long- 
distance hauling that is required, present a serious national-economic 
problem, necessitating large capital investments and time. 
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The GDR and the CSSR at the present time are basically using soft coal for 
producing electric power and heat. But, as a result of intensive exploita- 
tion, the economically profitable deposits of coal have been exhausted to 

1 considerable extent. There is also a worsening in the quality of the coal 
being mined because of the increased contents of sulfur, ash, and moisture, 
and this presents electric-power engineers with a number of problems con- 
nected with environmental protection. 


The fuel and energy resources of the PRB, HPR, and the Republic of Cuba are 
very poor. These countries have practically no petroleum. The deposits 
of high-quality hard coal are insignificant. The existing reserves of low- 
calorie lignite cannot satisfy the needs of these countries for power-engi- 
neering fuel. Therefore, these countries are compelled to import coal, 
petroleum, and electric power in considerable amounts, as well as to seek 
out additional sources of energy. 


Thus, in most of the CEMA member-countries the objective conditions have 
been created for the development of nuclear-power engineering. 


Prior to 1980 the construction of AES's in CEMA member-countries was car- 
ried out on a bilateral basis with the technical assistance of the Soviet 
Union. During this period 10 power units with a total capacity of 4,030 

MW were introduced, including three in the PRB (a fourth was introduced in 
1982), five in the GDR, and two power units were introduced in the CSSR. 

They provided the national economy of these countries with 25 billion kW-hrs. 
of electric power in 1980, and this allowed a savings of more than 10 mil- 
lion tons of conventional fuel per year. At the end of 1982 the pioneer 

of the HPR’s nuclear-power engineering produced industrial current--this 

was the first unit at the Paksh AES with a capacity of 440 Mw. 


At all the AES's put into operation (with the exception of the Raynsberg 
AES in the GDR) water-moderated water-cooled reactors of the VVER-440 type 
were installed, having a capacity of 440,000 kW. Their operation has shown 
a high degree of reliability of the equipment. The number of hours of use 
at the rated capacity on the average varies from 6800 to 7100 per year, 
which testifies to the high degree of effectiveness of the reactors. 


During this period in the Soviet Union nuclear-power engineering also deve- 
loped at a rapid pace. If in 1970 only four large power units at AES's 
with a total capacity of 875,000 kW (not counting experimental-industrial 
AES's) were steadily providing electric power into the power network, in 
1980 their rated capacity had reached 12.5 million kW, that is, over a 10- 
year period it increased 14-fold. The Soviet Union's AES's were built on 

a wide industrial scale, basically using the VVER-440 types of reactors and 
the RBMK-1000 type of uranium-graphite reactors. 


In 1980 a pilot reactor of the VVER-1000 type with a capacity of i million 
kW was put into operation at the Novovoronezhskaya AES. Beginning in 1985, 
reactors of a similar type will be instaiied as well at other AES's under 
construction in the European CEMA member-countries (for example, at the 
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Kozloduy AES in the PRE). In 1983 at the Ignalinskaya AES (USSR) it is 
also proposed to put into operation a pilot unit with a REMK-1500 reactor 
having a unit capacity of 1.5 million kW with two turbines of 750,000 kw 
each. 


It should be noted that in the thermal-neutron reactors (VVER, REMK) as 
fuel use is made of lightly enriched uranium in which the contents of fis- 
sionable Uranium-235 comprise 2--3 percent. The practical use of uranium 
at AES’s with reactors of a similar type is not great, and it varies bet- 
ween 1--2 percent. Therefore, the task of effectively utilizing uranium 

is very important from the point of view of ensuring nuclear fuel for AES‘s 
to be built in the future. 


At the same time, reactors using so-called “fast” neutrons have already 
been created and put into operation; here there occurs the process of the 
reproduction of the nuclear fuel, i.e., a new fissionable substance is 
formed--plutonium. The first industrial AES with a fast reactor of the 

un /fast-neutron/-350 having a capacity of 350,000 kW, was built in the 
USSR in the city of Shevchenko; the second--with a BN-600 type of reactor, 
having a capacity of 600,000 kW, was built at the Beloyarskaya AES. In 
their creation solutions had to be found for a great many complex scien- 
tific and engineering-design problems connected with guaranteeing the 
safety and reliability of their operation. 


At the present time AES's are being planned with fast reactors having a 
unit capacity of 800 and 1600 MW; after 1990 these will be constructed 
serially, which will allow us to increase the power outpit per unit of 
fuel obtained by tens of times. 


Recause they ascribe great importance to studying this trend, the CEMA 
member-countries have concluded an agreement with regard to conducting 
sclentific-research and experimental-design work on the problem of “Deve- 
loping High Capacity, Fast Reactor Installations." 


Serving as the basis for cooperation among the CEMA member-countries in the 
field of nuclear-power engineering for the long-term future is the General 
Agreement, signed in 1977, on developing Integrated Electric-Power Engi- 
neering Systems for the period until 1990. In accordance with this, the 
rated capacity at the AES's in the European CEMA member-countries is sche- 
duled to reach approximately 37 million kW. This means that the share of 
the electric power produced at AES's by 1990 in the individual CEMA member- 
countries will constitute from 20 to 40 percent of all the electric power 
being produced (see Table). 


It may be seen from the table that in 1970 only the GDR and the USSR were \ 
producing electric power based on the use of nuclear fuel; it constituted 

only 0.5--0.6 percent of all the electric power being produced in these 

countries. In 1980 AES's were already operating in the following four 

countries: the PRB, GDR, USSR, and CSSR, and they were providing the nation- 

al economy with from 6 to 12 percent of the necessary electric power. 





Table (ir Percentages) 











Record Forecast 

country 1970 1975 1980 1985 1990 - 
PRE --- 10.1 17.8  28--29 42-—-ld, 

HPR --- --- --- 12--14 28--30 

3DR 0.6 3.0 11.9 12--14 eee 

SRR --- --- --- --- 22--23 

USS 0.5 1.9 5.6 11--12 20--22 

CSSR --- 0.3 6.2 1%--20 32--y4 





During the current five-year plan the construction of AES's in the CEMA men- 
ber-countries is proceeding at a rapid pace. At the end of the five-year 
plan industrial current will be provided by the fifth power unit at the Koz- 
loduy AES in the PRB with a unit capacity of 1 million kW. At the AES's of 
the GDR the rated capacity will reach 2,710 MW. The nuclear-power engineer- 
ing of the CSSR will have approximately this same potential at its disposal. 
In accordance with the decisions of the 26th CPSU Congress, the growth of 
electric-power production in the European part of the USSR will be achieved 
primarily by AES's and GES‘s. The construction of AES'’s has gotten underway, 
or preparations for it are being made in the Republic of Cuba, the PPR, and 
the SRR. 


The program adopted by the CEMA member-countries for the development of nuclear- 
power engineering has required the cardinal solution of the problems of 
material-technical supply, particularly with regard to organizing the output 
of the entire products list of power-engineering equipment. With this goal in 
mind, in the mid-1970's a great deal of preparatory work was begun to set up 
the production of equipment for the AES‘s planned for construction. In 1979 
an Agreement was signed providing for multilateral, international specializa- 
tion and cooperation on the production and reciprocal deliveries of equipment 
for AES's for the period 1981--1990. It was directed at unifying the efforts 
of the CEMA member-countries and the SFRY for speeding up the creation and de- 
velopment of specialized capacities with regard to manufacturing engineering 
equipment. 


During the preparatory period in these countries, based on engineering speci- 
fications from the USSR, the new technology was studied and mastered, the 
production of special steels and materials was organized, cooperation was set 
up in the deliveries of complete assemblies and parts. At the same time new 
enterprises were built, and tens of existing ones were modernized. Among the 
newly created capacities a prominent place will be occupied by the very large 
Atommash Plant (USSR), which will produce sets of reactor installations and 
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basic equipment for the first loop. Its first stage has already begun 
to turn out finished products. Specialized workshops have been created at the 


thovitskiy Machine-Building and Metallurgical Combine and the Slovatski, 
ower-Machine-bullding Plant in the CSSR. The workshops for producing trans- 
port-lcading machines at the Gants-Mavag Plant in the HPR have been modernized. 


At the Hafako Plant in the PPR a special workshop has been built for turning 
Out volume compensators and steam generators. 


The process of mastering production required the solution of a number of conm- 
piex engineering operations connected with the more rigid requirements made on 
the quality and reliability of the equipment being manufactured. The Soviet 
side rendered practical aid to the countries participating in the agreemen+ 
with regard to preparing operational engineering specifications and mastering 
the technology. Consultations of specialists were held both in the enterpri- 
ses of the countries participating in the agreement and at plants and in de- 
sign organizations of the Soviet Union. 


In addition to the above-mentioned forms of cooreration, at the enterprises of 
certain countries manufacturing particularly important equipment a constant in- 
ventors’ inspection has been organized by the chief Soviet designer. All these 
measures allowed the CEMA member-countries as early as 1980 to master and pro- 
duce throughout the entire products list specialized engineering equipment for 
AES 's with VVER-440 type reactors: complete VVER-440 reactor installations, 
main circulating pipelines made of stainless steel with a diameter of Du-500 
mm and shut-off valves for them, pressure condensers, steam-superheater-sepa- 
rators, etc. 


During the current five-year plan cooperative production will begin on equip- 
ment for the VVER-1000 type of installations. 


Multilateral cooperation in building AES‘s in the CEMA member-countries is car- 
ried out primarily by means of reciprocal deliveries of equipment and spare 
parts for them within the deadlines agreed upon by the parties concerned, along 
with the performance in necessary cases of installation and sponsored installa- 
tion work with regard to specialized equipment. 


The Program for Building AES's prior to 1990, as adopted by the European CEMA 
member-countries and the Republic of Cuba, required the deepening of multi- 
leveled scientific and technical cooperation in the field of planning and 
operating AES‘s. 


With this goal in mind, an Agreement was signed in 1960 providing for coopera- 
tion in the conduct of scientific-research and experimental-design projects on 
the problem of “Mastering Power-Engineering Units with VVER Reactors Having a 
Capacity of 1000 MW (Electric) and Further Improving Reactors of This Type." 
An inalienable part of the agreement is the program of work providing for the 
preparation of 31 topics within the framework of the CEMA Permanent Commis- 
sions on cooperation in the field of the use of atomic energy for peaceful pur- 
poses, in the area of electric power and the International Economic Associa- 
tion known as “Interatomenergo,” engaged in the production of equipment for 
S's. Taking part in its implementation are organizations of the PRB, HPR, 
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:DR, the Republic of Cuba, the PPR, SRR, USSR, and CSSR, and on certain 


sa 


topics--organizations of the SFRY. 


The basic goals of cooperation which are being carried out within the frame- 
work of the above-mentioned agreement are as follows: 


~-mastery and improvement of power units with water-moderated water-cooled 
types of reactors having a unit capacity of 1000 MW, on the basis of which 
eS*s will be built; 


--improvement of the technical-economic indicators and further increasing 
the safety of AES‘s; 


--shortening the time periods required for constructing and putting into 
operation power units with the VVER-1000 type of reactor; 


--broad-based exchange of experience in the construction, installation, and 


of 


operation of AES‘s. 


The coordinated program of work on the above-mentioned problem is directed 
at improving the physical and thermo-physical characteristics of reactor 
installations and the fundamentals of their safety, optimizing the plan 
solutions of the power units and working out the optimal technology for 
ctullding AES‘s; it is also aimed at creating and testing experimental models 
of certain types of equipment. Its fulfillment will allow us to solve a 
number of top-priority tasks in planning, construction, and providing safety 
for AES‘s. 

A great deal of attention has also been paid to the problem of studying and 
generalizing the experience of building and operating AES's. Careful and 
objective analysis will allow us to work out technical recommendations and 
normative documents by means of which the planning, installation, and indus- 
trial organizations may be guided in creating future AES‘s or in modernizing 
existing ones. 


Many years of experience in operating AES's bear witness to the reliable 
guarantee of radiation safety of their personnel and the population. At the 
Second International Conference of the CEMA Member-Countries on the topic 
“Problems of Guaranteeing Radiation Safety in Connection with the Operatior 
of AES's,” which was held in May 1982 in the city of Vilnius, it was noted 
that the individual dose of external radiation of the overwhelming portion 
of the AES personnel does not exceed 10 percent of that allowable per year, 
while the collective dose, as standardized per unit ¢f electric power pro- 
duced, is less than that at the same types of AES's in the United States 
and the FRG. Nevertheless, this question continues to receive principal 
attention. High-quality conduct of start-up and installation operations is 
one of the most important conditions for the accident-free operation of an 
AES. Taking this into account, the program provides for working out recom- 
mendations on the organization of start-up and installation operations at 
AES's, based on a summary of accumulated, advanced experience in the CEMA 
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nember-countries. Subsequently, the results of these studies are supposed 
to be used in preparing normative-engineering specifications in the field 
of nucliear-power engineering as well as the engineering plans for AES's. 


Of great practical importance are the recommendations being prepared for 
making revisions in the equipment for AES’s and developing the technology 
for repairing it. The above-indicated recommendations must contain data 
necessary for planning and preparing the repairs, its correct organization, 
as well as the general technical requirements, indicators, and norms which 
must be suitable for the equipment after the repairs have been maie. They 
will become the basis for creating the technical processes and normative- 
engineering specifications for repa! rs. 


The speeded-up development of nuclear-power engineering is bringing about 
an increase in the proportional share of AES*’s in the total rated capacity 
of electric-power systems. In the immediate future increasingly creater 
demaras will be made on AES‘s with regard to their. utilization in a switch- 
ing system. Within the framework of Section 5 regarding AES's of the CEMA 
Permanent Commission on Cooperation in the Field of Electric Power an ana- 
lysis is being conducted on the possible use of AES equipment with VVER- 
1000-type reactors under the conditions of an electric-power system for 
the purpose of working out technical requirements for then. 


-onsiderable attention in the program is paid to the pzr<«varation of norma- 
tive-engineering specifications and, in particular, standardized instruc- 
tions with regard to operating AES systems and equipment. They will ensure 
the compilation of national instructions and will ailow the advanced expe- 
rience possessed by the CEMA member-countries to be taken into account. 


A notable place in the program has been accorded to creating new equipment 
or modernizing auxiliary equipment for AES’s. Work is being conducted, for 
example, on improving the systems of ventilation and special water purifi- 
cation. They have already developed engineering plans, manufactured expe- 
rimental models, and partially carried out industrial testing of the newly 
created high-temperature absorption mechanical filter and an automated sys- 
tem for the chemical and radio-chemical monitoring controls over the cooling 
agent of the first loop. Working drawings have been completed and models 
put into production of filters with de-greasing apparatus for cleaning the 
condenser of the evaporating units as well as scrubbers with new diffusion 
apparatus. 


One of the forms of multilateral cooperation which has been developed in the 
field of nuclear-power engineering is the construction of large AES's by 
means of joint efforts. The first such facility will be the Kmel‘nitskaya 
AES, which is being built with the participation of the HPR, PPR, USSR, and 
CSSR on the territory of the USSR. This extremely iarge AES, having a 
planned capacity of 4 million kW, will provide electric power not only for 
the USSR but also for the other CEMA member-countries. With this goal in 
mind, the joint efforts of the HPR, GDR, PPR, USSR, and CSSR are being en- 
ployed to build an electric-power transmission line, LEP 750 kV, running 
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tern f the agreement, the amount of electric power which each participating 
try will receive will be directly proportional to its contribution to the 
truction. In absolute figures these annual amounts by 1990 will comprise 
the following: for the HPR--2.4 billion kW-hrs., for the PPR--6 billion, and 
for the CSSR--3.60 billion kW-hrs. 


- 7 \Y 


‘xperience of international economic and scientific-technical cooperation 
tne tield of nucle2ar-power engineering ifies to the great vital force 
1list internationalism, as well as to the fact that cooperation will 
ievelop even further on an ascending line in the interests of the all the CEMA 
member-countries concerned. 


il: Sovet Exonomicheskoy Vzaimoposhehi Sekretariat Moscow 1983 
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NUCLEAR POWER 


SOME TRENDS IN DEVELOPMENT OF NUCLEAR POWER 


Moscow EKONOMICHESKOYE SOTRUDNICHESTVO STRAN-CHLENOV SEV in Russian No 3, 
1983 pp 14-18 


[Article by Alexandro Bilbao, Karel Menzel, Vyocheslav Sychev, CEMA Secre- 
tariat: "Present-Day Nuclear-Power Engineering and Certain Trends in Its 
Development" 


[rext/ Nuclear energy has gradually come to occupy a 
firm place in world electric-power engineering. A 
great deal of attention is being paid in many countries 
to the creation and increase of capacities of AES'‘s, as 
well as to the solution of the problems connected with 
this. The present article is devoted to certain trends 
in the development of contemporary world-wide nuclear- 
power engineering. In its preparation materials were 
used from an International Conference on the experience 
accumulated in the field of nuclear engineering. 


At the present time there is no longer any need to seek out proofs of the good 
future prospects of nuclear-power engineering. They have been presented by 
life itself. AES"s are already operating in 23 countries, and by the year 
2000 they will be operating in approximately 50 of the world's countries. It 
is undoubtedly true that this is one of the most effective, economical, and 
ecologically clean methods of producing electric power. 


Nuclear-Power Engineering Programs 


According to data from the IAEA [international Atomic Energy Agency/ the world 
now has 281 nuclear reactors in operation with a total capacity of 161,000 MW. 
AES's produce about 10 percent of the world's production of electric power. 

in many countries their proportional share in the production of electric po- 
wer is higher than this figure: in Switzerland--36 percent, Bulgaria--25, 
Japan--17, FRG--15, and in the GDR--12 percent. In 1981 alone the total rated 
capacity of AES‘s grew by 13 percent, which exceeds by several-fold the 

growth rate of traditional nuclear-power engineering. 


It is anticipated that by 1990 the AES capacity in the world will reach 
450,000 MW, and by the year 2000--approximately 700,000 Mw. 
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‘he largest and most dynamic nuclear-power engineering programs are being 

‘arried out by France, the CEMA menber-countries, and Japan. 

HANCE has developed nuclear-power engineering using pressurized-water reac- 
tors with capacities of 900 and 1300 MW. Every year severai nuclear reactors 
vo on line, and at the present time, more than 20 units are in operation. 

[In 1961 these AES‘s produced more than 10C billion kW-hrs. of electric power 
(40 percent of the total production). It is anticipated that by 1990 the 
proportional share of electric power being produced at AES's will reach 60-- 
70 percent. 


tharacteristic traits of the development of nuclear-power engineering in the 
CEMA MEMPER-COUNTRIES are a coordinated determination of the scope of AES 
construction, single types of reactor installations, centralized provision 
of fuel deliveries, specialization and coordination in the production of 
equipment, and joint decision of the individual problems of the fuel cycle. 
In most of these countries nuclear-power engineering is based on the VVER 
type of reactors, having capacities of 440 and 1000 MW. Also developed in 
the USSR have been channel-type boiling-water reactors with capacities of 
1000 and 1500 MW. In 1981 the AES‘s in the countries of this community pro- 
duced more than 110 billion kW-hrs. of electric power, and their rated capa- 
city exceeded 20,000 MW. It is anticipated that during the next ten years 
the total capacity of the AES's will reach the level of about 100,000 Mw. 
According to estimates, by 1990 the contribution of the AES's to the produc- 
tion of electric power will comprise 20--30 percent in certain countries 

and more than 40 percent in the PRR. 


JAPAN, since it does not have its own resources of organic fuel, has inten- 
sively developed its nuclear-power engineering capacities. In 1981 there 
were 24 ABS's operating in this country with a total capacity of 17,000 MW 
(17 percent of the electric power production). In 1982 a governmental 
program was adopted according to which the AES capacity must be increased 
to 46,000 MW by 1990 (30 percent of the electric power production), and by 
the year 2000--as much as 90,000 MW. 


we must dwell on certain tendencies of the development of nuclear-power 
engineering in the UNITED STATES, which in the scope of its nuclear-power 
engineering capacities ranks first. At the present time there are 75 reac- 
tors operating in this country with a total capacity of 58,000 MW. In 

1981 these AES's produced 270 billion kW-hrs. of electric power, or 12 per- 
cent of its total production in the country. Another 64 nuclear installa- 
tions are under construction. Nevertheless, nuclear-power engineering in 
the United States does not have very bright prospects for the future. 

since 1974 no orders at all have been made for the construction of AES's, 
and since 1972 power-engineering firms have cancelled orders for 91 units. 
This may be explained basically by the general decline in the economy as 
well as by a number of other reasons. Recently there has been a change in 
the United States in opinions on the problems of reprocessing fuel and the 
creation of fast breeder reactors: there has been a victory of the point of 
view on the need for building plants for regenerating fuel and developing 
fast reactors. 
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« th regard to the other leading capitalist countries, the FRG is planning 

develop nuclear-power engineering at a modest pace, Canada is successfully 
implementing a nuclear-power engineering program based on heavy-water reac- 
tors of the CANDU type, Great Britain is still seeking out new plans in order 
to replace its old gas-cooled reactors. 


Belgium, Oweden, Finland, and Switzerland are consistently and successfully 
carrying out programs for developing nuclear-power engineering. 


The developing countries are manifesting a rapidly growing interest in nuc- 
lear-power engineering. For example, large-scale nuclear-power engineering 
proyrams have been outlined by India, Brazil, and Argentina. It is charac- 
teristic that some of them in their nuclear-power engineering policy are 

striving for the maximum independence. At the present time India is already 
producing by its own efforts 90 percent of the equipment for AES‘s under 

construction, Brazil is planning to build not only AES"s but also a complex 


of enterprises using a closed fuel cycle. 


Despite the impressive achievements of nuclear-power engineering, the 
present-day scope of its development is considerably less than that which 
was forecast ten years ago. In many countries the nuclear-power engineer- 
ing programs are constantly undergoing change, as a rule, in the direction 
of reduction. In Westezn Europe, of the AES'‘'s planned to be put into 
peration during the years 1973--1981, less than half were actually put 
into operation. Among the many causes which have led to this reduction in 
the pace of building AES‘'s, the determining ones are the general recession, 
stagnation and crisis factors in the economies of most of the industrially 
developed capitalist countries. 


Reserves and Production of Uranium 


Present-day estimates of uranium reserves boil down to the following: at a 
production cost of as much as 130 dollars per kg of uranium they comprise 

5 million tons; the theoretical reserves are estimated at 6.6--14 million 

tons, which at the moderate growth of nuclear-power engineering will pro- 

vide enough to satisfy the demand for a much longer period than to the end 
of the century. 


During the 1970's the active exploitation of uranium deposits in connection 
with the petroleum prices and the rise of prices for uranium led to over- 
production and their subsequent decline. At the present time many unpro- 
fitable mines and enriching plants are being closed down. This pertains 
particularly to the United States, where the production enterprises have 
accumulated uranium whose reserves can satisfy the demands for the next 
three years. It is anticipated that the curtailment in the production of 
uranium and the growth of nuclear-power engineering will lead by the end 

of the current decade to a rise in its price to approximately 160 dollars 
per kg. 


Australia is becoming a major producer and supplier of uranium; it has at 
its disposal one-fifth of the proven world reserves of cheap uranium. In 
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1962 about 5,000 tons of uranium were produced, whereas it is planned to 
ijuce 12,000 tons in 1986. 


There nas been a growth of uranium production in Canada. In 1951 i 
‘ion amounted to 7,800 tons. Enterprises which are supposed to be 
eration by 1984 could increase production to as much as 15,000 t 


Nevertheless, the present-day relatively favorable situation in the uranium 
market should not lead us astray. After the year 2000 the situation will, ob- 
viously, change significantly. The prospects for the long-term supplying of 
fuel to nuclear-power engineering are connected to the extensive introduction 
into power engineering of fast breeder reactors with a closed fuel cycle. 


perational Experience and Technical-Economic Indicators of AES's 


‘he production of electric power at AES's is economically profitable. Nuclear 
electric power is cheaper than that obtained by using coal--by differences 
ranging from 8 percent (the United States) to 50 percent (Japan). Naturally, 
AP's are even more competitive in comparison with electric-power stations 
operating on petroleum. 


Anxiety has been caused by the excessively rapid growth of capital outlays on 
the construction of AES's. From 1970 through 1980 construction costs in many 

intries tripled or quadrupled (in the FRG the growth of capital outlays 
umounted to 15 percent annually, while in the United States this figure was 
17--22 percent). The reasons for this phenomenon lie in the general worsen- 
ing of the economic situation in the world, the constant increase in the re- 
quirements for safety and environmental protection, the lengthening of the 
Lime periods required for construction, and increases in the costs of materi- 
iio and Manpower, 


Hecently the time periods required for building AES's have become considerably 
longer. In the United States and the FRC, for example, they have reached 6-- 
10 years, which has sharply increased construction costs. As a positive ex- 
umple one could cite the experience of France and the USSR, where AES‘s are 
built during the course of 5--6 years by means of standardizing engineering 
solutions and a good construction organization. 


Lowering capital outlays can be achieved by means of erecting stations con- 
sisting of several units. Canada‘s experience has shown that a multi-unit sys- 
tem ensures a reduction in capital outlays by 20--25 percent. A significant 


sain is also achieved by increasing the capacity of the units. 


With regard to operational readiness, AES's do not yield to electric-power 
‘ystems operating on organic fuel. The averaged-out load coefficient achieved 
1980 amounted to 62.5 percent (in the United States--59 percent, in Europe 
--644 percent). This is not such a bad indicator; however, it greatly lags be- 
hind the load coefficient (80 percent) which is usually set forth in almost 
ill the technical-economic fundamentals and works on power-engineering plann- 
ingt. his means an annual loss of production of more than 200 billion kW-hrs. 
if electric power, i. e., merely by increasing the load coefficient to the 
designed values we could manage about 30,000 MW of nuclear-power engineering 
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capacities without additional construction. 


The best indicators with respect to load coefficient (75--80 percent) are 
iwhieved for reactor installations with fuel reloading in progress (CANDU 

in Canada, RBMK in the USSR). In the CEMA member-countries the VVER-type 
reactors have demonstrated a high degree of operational effectiveness, sig- 
nificantiy exceeding the average world indicators with respect to operational 
readiness. For example, in the PRB at the Kozloduy AES the coefficient of 
utilization of capacity exceeds 80 percent. 


On the whole, the achieved level of load coefficients cannot yet be consi- 
dered satisfactory, and there are still many reserves for increasing the 
effectiveness of AES operation. 


Statistics show that the fundamental cause of interruptions in the operation 
of an AES is the breakdown of the ordinary, non-nuclear equipment (the tur- 
bines, generators, and cooling systems). Such organizations as the IAEA 

ind Euratom /European Atomic Energy Communi ty/ have conducted systematic 
studies of the causes of breakdowns in the operation of AES equipment and 
have sent the appropriate information to the AES planners and operational 
services; this has been recognized as an extremely effective measure for 
increasing the operational reliability of such stations. 


Jome Questions of Guaranteeing Safety 


The worldwide experience of AES operation has affirmed the sufficiently 

high level of their safety. To the present day there has not been a single 
major accident with any sort of significant radiational consequences. 
Radiation of personnel and the population is much lower than the tolerable lev- 
elandisconstantly being reduced; the radiation effects of an AES on the 
environment are practically nil. 


There is a characteristic process of a constant increase in the complication 
and growing expense of systems guaranteeing safety. In Belgium at an AES 
which went on line in 1975 30 percent of the expenditures were accounted 

for by safety measures. For AES's being put into operation in 1982 and 1984 
this proportional share increases to almost 50 percent. Therefore, there 

is an increasingly stronger point of view concerning the need to seek out 
simpler, more reliable, and less expensive means to ensure safety. 


Analysis of the accident in the United States at the TMI [Three Mile Island7- 
2 AES has shown that the supposed consequences from the discharges of radio- 
active substances were exaggerated by a factor of approximately 10--30. 
Studies are continuing, and possibly corrections will be introduced into 

the normative documents. Over-evaluation of the role played by the operators 
at AES‘s in connection with the accident at TMI-2 has changed the approach 

to the question of presenting information to the operating personnel: the 
AES control panels should be designed in such a way that the operator can 
constantly receive only that information which requires action. 
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The accident at the TMI-2 AES has brought about considerable financial los- 
ses. Thus, every day of its idleness costs 100--200,000 doliars. Large 
sums have been spent on deactivation. The station will not be put into 
operation for at least another three years. Thus, the losses will amount 
to hundreds of millions of dollars. 


Ail this testifies to the need for an extensive development of studies on 
AES safety. Obviously, any outlays in this field would justify themselves 
if they succeed in ensuring the accident-free operation of AES's; there are 
more and more of them, and many of them have already exhausted a consider- 
able portion of their operational resources. 


Types of Nuclear and Power-Engineering Installations and Prospects for Their 
Development 


The foundation of modern-day nuclear-power engineering consists of light- 
water reactors (LWR). They account for 82 percent of the power-engineering 
capacities in the world. The predominance of these reactors will be main- 
tained at least until the end of this century. 


Work is constantly going on, directed at increasing the capacity of the 
units, improving the engineering characteristics of the equipment and sys- 
tems, etc. Particular attention has been paid to improving the utilization 
of fuel. 


For modern-day LWR’s a genuine and effective means for economizing on ura- 
nium is increasing the burn-up of fuel from 27--30 to 45--50 MW kg/day. 
According to our calculations, this will reduce the consumption of uranium 
by &--12 percent. More complex is the conversion to optimized fuel grids, 
which could also ensure savings amounting to 3--6 percent. The above-men- 
tioned measures have extremely good prospects, inasmuch as they not only 
allow a reduction in the expenditure of uranium but also a decrease in the 
cost of electric power, as well as a reduction in the space required to 
store the fuel. 


It is generally recognized that providing nuclear-power engineering with 
fuel for the long-term future is possible only by means of developing and 
subsequently introducing on a large scale FAST BREEDER REACTORS. During 
the last ten years substantial progress has been achieved in mastering 
them. Considerable experience in using them has been accumulated at the 
following experimental-industrial installations: Phenix (France), BN-350 
(USSR), PFR (Britain). The Soviet Union has put on line and successfully 
operated the BN-600, the largest reactor at the present time (600 MW); it 
is developing plans for fast reactors having capacities of 800 and 1600 MW 
tor the purpose of subsequently constructing a series of such installations. 
it is anticipated that the French Super-Phenix reactor, having a capacity 
of 1200 MW, will reach thecritical stage in 1984, 


It is necessary to take particular note of the fact that the Phenix and PFR 
reactors operate on a closed fuel cycle with a return to the reactor of 
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the uranium-plutonium fuel after its reprocessing. In the very near future 
it is assumed that a time of one year will be reached for the external fuel 


Hecently in the United States there has been a change in the attitude toward 
the problem of fast reactors. According to the data of American specialists, 
the supplies of spent uranium accumulated as a result of enrichment opera- 
tions, as well as their use in breeders,could be used to satisfy the con- 
sumption requirements of the entire country for electric power over the 
course Of hundreds of years. The United States has finally begun work on 


construction of the Clinch River AES with a fast reactor. 


Slowing down the rate of increase of nuclear-power engineering capacities, 
is well as the improvement of utilizing fuel in the reactor types which 

have been mastered, has postponed somewhat the time for the mandatory large- 
scale introduction of fast reactors into the nuclear-power engineering 
ystem. Evidently, this process will be actively carried out during the 
first quarter of the next century. 

At the present stage of development of the breeders the principal tasks are: 
reducing their cost and increasing their competitiveness (as of now, they 
ire 1.5--2 times as expensive as the light-water reactors) and the 
solution of many problems connected with implementing the closed fuel cycle. 


\t the present time a number of countries are considering the problem of 
ising nuclear fuel for a heat supply. Evidently a new major trend will 
take shape quite rapidly--nuclear heat-and-power engineering. 


‘he greatest achievements in this field have been made by the Soviet Union. 
Yor a long time now steam by-products have been used at many AES‘s; since 
1973 the Bilibinskaya ATETs /Nuclear-Power Heat-and-Electric-Power Station/ 
has been in operation. In the cities of Gorkiy and Voronezh pilot nuclear- 
power stations providing heat supply (AST) with reactors having a capacity 
of ©00 MW are under construction. A plan is being developed for an AST 
with a capacity of 300 MW. Construction has begun on a large ATETs with 
‘VER-1000-type reactors not far from the city of Odessa. Studies are being 
nducted on the possibility of creating nuclear-power plants for industrial 
heating (ASPT). 


After their start-up and mastery, the pilot projects of the nuclear-power 

plants producing heat supply which are being built in the USSR will become 
the prototypes for analogous installations in the other CEMA member-coun- 

tries. 


me limited experience in utilizing the heat of AES‘'s has been accumulated 
in Sweden, Switzerland, and Canada. France, Sweden, and Finland are develop- 
ing plans for AES‘s with a heat-supply capacity ranging from 100 to 400 MW. 


The PRB, GDR, and CSSR are planning to use nuclear sources of energy for 
supplying heat to cities. 
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Studies have shown that nuclear sources of heat are economical, and safe; 
nor will their use have any adverse consequences from an ecological point 
Vite'We 


High-temperature gas-cooled reactors for producing high-potential heat have 
not yet emerged from the stage of research and experimental-industrial 
processing. 


in the FRG they are continuing to use the AVR reactor with a capacity of 15 
MW with a temperature of the helium-type heat carrier at 850-950°C. It is 
planned to put on line in 1984 a prototype reactor with a capacity of 300 MW 
for producing electric power. Work is being conducted on developing indus- 
trial reactors tor gasifying coal. In the United States the Fort St. Vrain 
reactor has been in operation since 1976, having a capacity of 300 MW. A 
commercial reactor for producing electric power and steam is being planned. 
Japan's immediate goal is to create an experimental reactor with a capacity 
of 5O MW and a helium temperature of 1000°C for work with engineering pro- 
cesses in metallurgy and chemistry (construction to begin in 1986). In the 
USSR a reactor is being planned with a heat capacity of 1000 MW for producing 
electric power, hydrogen and ammonia. 


Fuel-Cyvcle Problems in Nuclear-Power Engineering 


fhe proposals for deliveries of enriched uranium, as well as for natural 
uranium, exceed the demand, and the existing capacities are considerably 
underloaded. This is explained by the fact that the mining and enriching 
capacities developed underiimited and, as it turned out, inflated estimates 
of the rate of AES construction. 


The principal method of enriching uranium remains that of gas diffusion. At 
the present time, however, enriching is also beginning to utilize the centri- 
fuging method; its use is estimated to be more economical. 


in the United States gas-diffusion plants are loaded only up to 35 percent of 
capacity. The improvements made on the installations have allowed an in- 
crease in their capacity of as much as 27.3 million units of fissioning opera- 
tion (YeRR) [Separative work unit--SWU] per year with a reduction of specific 
power outlays by 23 percent. The first two installations with centrifuges 

are supposed to start up in 1988-89 with a rise to a capacity of 2.2 million 
SWU per year. 


Built on a multilateral basis, the Eurodif Gas-Diffusion Plant (Tricasten, 
France) has come up to its planned capacity of 10.8 million SWU per year and 
is becoming a very large supplier of enriched uranium, 


The trilateral URENCO [Anglo-Dutch English] project is being successfully 
carried out: two installations with centrifuges are already in operation (in 
Britain and the Netherlands), and construction of a third installation is 
being planned in the FRG. At the end of the 1980's the capacity of these 
installations will reach as much as 2 million SWU per year. 


There is a steady increase in the amount of processed fuel. Most of it is 
stored at the reactors, a lesser amount is hauled to storage facilities at 
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reprocessing plants or to storage facilities outside of the reactors. Only 
in insignificant portion of the fuel is reprocessed. 


The most widespread type of storage facility consists of water pools at 
reactors. in connection with the slowdown in the construction of repro- 
‘essing plants, the initially planned storage period of three years has 
almost everywhere been increased to approximately ten years; in connection 
with this the capacity of the existing storage facilities has proved to be 
insufficient. Increasing the capacity of storage facilities is being carried 
: by means of a more compact placement of the fuel assemblies and build- 
ing additional pools at reactors. Some countries are considering the pos- 
ility of creating centralized fuel-storage facilities. 


The transportation of spent fuel is regarded as a practically mastered 
process. Use is made of water (Britain, France, Japan), railroad (the CEMA 


member-countries, the United States), and for hauls over relatively short 
distances--motor-vehicle transport. Both wet and dry systems of transporta- 
tion have been worked out. Transport means ensuring reliable and safe hauls 
have been created; international regulations for transporting processed 

fuel have been agreed upon. 


In most countries which have large-scale nuclear-power engineering programs 
the basis of the technical policy in the field of handling processed fuel 
is the closed fuel cycle, providing for the reprocessing of fuei, the 
repeated use of uranium and plutonium, the solidifying and burial of radioc- 
active wastes. However, practical activity in all these fields has notably 
lagyed behind the requirements of a harmonious development of nuclear-power 
engineering. For example, in Europe it will not be possible to reprocess 
more than 6,500 tons of fuel before 1990; approximately 10,800 tons will 
not be reprocessed and will remain in storage. 


fy now considerable experience has already been accumulated with regard to 
uel regeneration; it has demonstrated that the technology and equipment 
ire sufficiently reliable and safe. Nevertheless, the putting into opera- 
tion of large plants for reprocessing the fuel of light-water reactors is 
anticipated only at the end of the 1980's and in the 1990s. Thus, in 
‘rance two plants with a capacity of 800 tons per year are now under cons- 
truction and are scheduled to go on line in 1987; in Britain permission 
nas been granted to build a plant with a production capacity of 1200 tons 
1 year. In the FRG planning has begun on two plants which are calculated 
to reprocess 350--700 tons of fuel a year. Finally, the United States has 
also announced the renewal of work on fuel regeneration. 


For reprocessing the fuel of light-water reactors the purex-process is consi- 
iered to be the most acceptable. The utilization of this method for repro- 
‘essing the fuel of fast reactors requires additional research and check-ups 
it experimental plants. 


The technology of handling low-level and medium-level wastes is considered 
to be mastered on the whole. The problem of handling high-level waste 
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lines of enclosing the wastes in glass and their subsequen 
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lear-power engineering has attained such a level that without it the most 
\mportant national-economic problems of many countries could not be solved. 
The paths of the further development of nuclear-power engineering nave been 
iefined with sufficient clarity: steady and intensive growth of capacities 
and the mastery of news fields of application, improving the already-mastered 
types of reactors, the gradual conversion of nuclear-power engineering to the 
breeder system, effective solution of the problems of reprocessing fuel and 
nandiing radioactive wastes, the steady increase of economies and 
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Solution of these problems will ensure the uninterrupted growth of the role 
played by nuclear-power engineering in the world fuel-and-energy ‘talance. 


‘OFYRIGHT: Sovet Ekonomicheskoy Vzaimopomoshchi Sekretariat Moscow 1963 
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COMPRESSOR STATIONS 


AVLATION DRIVE COMPRESSOR UNITS INCREASE EFFICIENCY 
Moscow PLANOVOYE KHOZYAYSTVO in Russian No 4, Apr 83 pp 107-109 


[Article by A. Aver'yanov, candidate of economics: “Effectiveness of 
Enlarging Gas-Pumping Unit Power "] 


[Text] The gas industry belongs to the national economy's rapidly developing 
sectors. Gas extraction increase is rising annually. Whereas in 1980 it 

was 28.6 billion a, in 1982 it was 36 billion. This high increment was 
ittained because of the introduction of advanced technology for building 

main gas pipelines, creation of domestic, highly productive gas pumping 

units which guarantee construction and start-up of gas compression stations 
in very short time. 


Starting in 1974, for example, gas pumping units GPA-Ts-€.3 with power of 
4,300 kW with aviation drive began to operate on the country's main gas 
papelines. Their main advantages as compared to stationary units are: 

hinh degree of transportability tecause of block design, small overall 
dimensions and weight of the blocks. In West Siberia where the main gas 
pipelines are built under harsh climate conditions, lack of roads, swampy 
locality, and in zones of permafrost, transportabilitv of the machines anc 
mechanisms is one of the main factors of economic efficiency. The block 
design permits the unit blocks to be delivered in a state of complete plant 
readiness and the minimum installation Operations are needed at the gas 
compressor station. The use of block and by-assembly methods of repair 
result in higher repair suitability of the units. If necessary, the 
aviation drive is completely replaced and centered in 8 h, the supercharger 
rotor in 24 and the main oil pump in 4 h. Introduction of this system 
created a large fund of the most important assemblies and set-forming items 
ind permitted their rapid replacement without disrupting the operating mode 
of the gas compressor station because of automatic connection of the reserve 
unit. Subsequent major repair of the assemblies is done at the manufacturing 
plants. This excludes the need for repair workshops with highly skilled 
service personnel at the gas compressor stations. It permits a more than 
50° reduction in the number of service personnel. It aliows the engines to 
run on gas transported on the gas pipeline, excluding the need for additional 
heat and water supply sources, as is needed in stationary gas pumping units. 


The introduction of the special maintenance method which consists of careful 
observation of each engine, taking emergency design-production measures to 
eliminate revealed defects, as well as dailv training of the personnel in the 
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rules of maintenance and operation of the new equipment without taking them 
way trom production fostered an efficient solution to questions of improving 
reliable running of the compressor stations which were equipped with GPA-Ts- 
6.3 units. The annual conservation of alloyed metals from using series- 
maiuulactured parts and assemblies of the base aviation engine is 7,000 T. 
These units are used in practically all areas of the unified system of gas 
supply in the country, including with ambient temperature from -50 to +45°C 
ind high level of dust content During the 10th Five-Year Plan, they pumped 
over 300 billion m) of gas. The natural gas extraction of 1980 was 435 bil- 
lion =’, This was considerably promoted by the introduction of these gas- 
pumping units. 


It is not easy to create a unit based on an engine used in aviation. The 
engine cannot be simply employed, it must be converted to gas fuel and 
equipped with new systems of regulation, air purification, preheating, noise 
ibatement, altered elements of the circulating section, etc. The new method 
of maintenance together with the large experimental base of machine builders, 
including test stands and a unique testing station with gas production ring 
in the Sumi Machine Building Production Association imeni M. V. Frunze 
illowed the gas-pumping unit GPA-Ts-6.3 to be included among the best after 

a short period of operation. With close cooperation between the gas industry 
workers and the machine builders, reinforced by work on this unit, problems 
ot creating and developing new, highly efficient gas-pumping units were 


olved in a short time. Their use allowed gas transporting from the fields 
in the country of difficult access to be set up, accelerated start-up the 
“as-compressor stations and guaranteed development of main gas pipelines. 


The economic effect from this was R 1.5 billion in the 10th Five-Year Plan. 


fhe extant doubts as to the technical and psychological compatibility of 
equipment taken from aviation, with the equipment traditionally used in the 
vas industry have been completely removed. This is largely due to the crea- 
tors, manufacturers and operators of the GPA-Ts-6.3 unit who not only played 
a large role in accelerated construction and start-up of the compressor sta- 
tions at the main gas pipelines, but also changed the psychology of the peo- 
ple who believed in the broad potentialities afforded by using this advanced 
equipment in the gas industry. 


These units are operating on main gas pipelines made of pipes with diameter 
1,020 and 1,220 mm with working pressure of 56 and 76 atm. The optimal for 
these gas pipelines are gas-pumping units with power of 6,000 and 10,000 kW. 
Gas pipelines in the llth Five-Year Plan are predominantly built of pipes 
with a diameter of 1,420 mm with working pressure of 76 and 100 atm. It is 
expedient to use gas-pumping units with power of 16,000 and 25,000 kW for 
gas pipelines with these parameters. Analysis shows that the introduction 
of gas-pumping units of this power will reduce the relative specific cost of 
the gas compressor station by 28 and 36 percent, and the relative operating 
outlays by 16 and 19 percent, respectively. 


Successful operation of the gas-pumping units with power of 6,390 kW with 
iviation drive confirmed the correct selection of the new trend in making 
gas-transport equipment which guarantees accelerated scientific-technical 
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ress in the gas industry, and permitted work to be started to make unit 


this type with power of 16,000 kW. The GPA-Ts-16 gas-pumping unit with 
iti trive was developed and successfully passed state tests in a short 
tim. starting in 1982 the industry of chemical and oil machine nstruction 


bevan series production of these units. It is remarkable that their power 
drive was developed on the basis of an aviation engine which had used up its 
tlight service life on Tu-154 and I1l-62 aircraft. 


The Basic Directions of Economic and Social Development of the USSR for 198l- 
1985 and tor the period up to 1990 provide for forced development of gas 
extraction, bringing its volume to 600-640 billion m3 in 1985. In order to 
tultill this program, it is planned in the llth Five-Year Plan to develop the 
sas tields of Urengoy, Vyngapur, and Medvezh'ye. West Siberia will become 

the world’s largest supplier of natural gas. It remains during the llth Five- 
Year Vlan to construct and start-up five of the largest main gas pipelines of 
West Siberia-center of the country, as well as the Urengoy-Pomary-Uzhgorod gas 
pipeline. These are the central construction sites of the 5-vear plan and 
they should be completed on time. 


The grand program is being successfully implemented. At the cond of 1981, the 
vas pipeline Urengoy-Gryazovets-Moscow was put on rated output almost at the 
same time that all the construction and installation work ended at it. Com- 
peting for a worthy meeting of the 60th anniversary of the formation of the 
USSR, the collectives of the Ministry of Construction of Oil and Gas Industry 
Enterprises completed construction of the linear section of the Urengoy- 
vetrovsk gas pipeline ahead of schedule. In the near future it will reach 
rated output. Construction is ending on the Urengoy-Novopskov route. Work 
is underway at unprecedented rates to build the Urengoy-Pomary-Uzhgorod gas 
pipeline: an average of 8-10 km of trunkline was laid every day in the 
summer months. 


Over 200 billion m? of natural gas per year will travel on the fuel and energy 
irteries connecting West Siberia to the center of the country. Starting in 
1984, some of it will be used for export, while the rest will be used domes- 
tically to provide for the needs of industry and tor fturther improvement in 
the weltare of the people. Introduction into the gas industry of gas-pumping 
units with aviation drive considerably promotes the fulfillment of this impor- 
tant national economic task. 


In recent years the energy equipment machine builders have built gas-pumping 
units with power of 16,000 and 25,000 kW. These are the GTN-l6 and GTN-25 
units. They are made with a single block, completely assembled at the plant, 
ind are several times more productive than their predecessors. However, these 
units also require construction of individual buildings or installation in the 


ommon machine room of the industrial building. 


Comparison of the GTN-16 and GPA=-Ts-16 with aviation drive reveals great ad- 
vantages of the latter. The duration of construction of the gas compressor 
station for northern conditions is thus reduced 3-fold. The GPA-Ts-16 units 
ire supplied in a state of complete plant readiness and completeness, while 
the GTN-16 shipment set does not include a number of types of auxiliary 
equipment. Specific metal consumption of the GPA-Ts-16 units is 9 T/kW, while 
in the GTN-16 it is 14.9 T/kW. Overhauling of GPA-Ts-16 motors is performed 
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wanutacturing plant which allows to reduce the number of maintenance 

mel at the gas compressor station and accordingly, the costs for housing 
ling of GTN-16 motors is performed at the gas compressor 
mn, 48 4 result of which the unit is down in maintenance for ne less thar 


- 


‘cry important to maintain the etticiency of the turbine at the rated 
tor the eutire prescribed motor service life. Experience of operation 
tir indicates that the efficiency of the stationary gas turbines in 
operation diminishes an average of 2 percent, and is not restored 
repair. This decreases the efficiency of the units by 15-20 percent 
year period as compared to the rated amount. Rapid corrosion wear of 
turbine blades and warping of the housing parts also promote decreased 
rbine etficiency. A number of GTK-10 units, for example, now require 
ment ot the first stage blades, A significant advantage of the units 
viation drive is that their repair is centralized at the manufacturing 
without disruption in the operating mode of the gas compressor station. 
ilt, the power and the efficiency of the turbine are restored to the 


we 
ie’ verie 


ir approach to repair-restoration operations also permits solution to 
ti of renovating the main equipment of the gas-pumping units. 
itions indicate that the introduction of gas-pumping units with power 
100 kW as compared to the units with power of 6,000 kW will decrease 
itive specific cost of the gas-compressor station by 1€ percent, and 
itive operating outlays by 8 percent. Ome can develop a gas-pum)ing 
},000 kW with full-pressure supercharge output to 18 million m3/day 
it ot the GPA-Ts-6.3 supercharger is about 11 million m?/day). It is 
the series-manufactured GPA-Ts-6.3 unit. The annual economic saving 
ipdating one of the compressor stations by introducing GPA-Ts-10 units 
viation drive instead of the stationary GTK-10 units manufactured by 


‘r machine builders exceeds R 1.5 million. 


uundred GPA-Ts-6.3 units are currently operating at the gas-compressor 
with power of 6,300 kW with aviation drive. Having developed speci- 


icement stock of gas-pumping GPA-Ts-10 units, one can start to replace 
\-Ts-6.3 units with GPA-Ts-10 at the active gas pipelines as they use up 
ervice life. This can be started already in the 12th Five-Year Plan. 
ing the number of units to be installed at one compressor station 
reserving its power, the state will obtain an additional saving of 
|. Replacement of the GTK-10 units with the GrA-Ts-10 with aviation 
#ill simplify the problem of renovating the worn-out and obsolete gas 


manufactured by the power machine builders. 


hese examples demonstrate that the introduction of gas-pumping units 


iat 1 drive i 1 new trend in the creation and use of advanced gas- 
rt equipment by the gas industry which considerably improves the 
f vas transport. Enlarging the unit power of the gas-pumping 
im particular, units with aviation drive, will guarantee a rise in 
the gas pipelines. The task of the ministries of the gas industry, 


’ 


ym industry and chemical and oil machine building, as well as the cor- 
plan is therefore to create in the 











llth Five-Year Plan a gas-pumping unit with unit power of 25,000 kW with avia- 
tion drive. The power machine builders need to be armed with the leading 
experience ot the aviation industry and the chemical and oil machine building 
industry, and based on unification of the construction-planning solutions ot! 
the gas-compressor stations, single type of spare parts and technology ot the 
repair service, set up production of gas-pumping units of this type with power 
ot L6 000 ind 25,000 kW. 


At the November (1982) Plenum of the CPSU Central Committee, General Secretary 
ot the CPSU Central Committee Yu. V. Andropov stated that we have great re- 
wrves in the national ecenomy. We should search for these reserves in 
iccelerated scientific-technical progress, broad and rapid introduction into 
production ot the achievements of science, technology and the leading experi- 
ence. The use of gas-pumping units of increased unit power with aviation drive 
in the gas industry will be a worthy contribution of the machine builders to- 
ward tultillment of the decisions of the November Plenum of the CPSU Centra! 
ommittee. 


COPYRIGHT: Izdatel'stvo “Ekonomika". "Planovoye khozyaystvo". 1983 
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GENERAL 


PETROLEUM, GAS DEVELOPMENT IN WESTERN SIBERIA 
Moscow ZNAMYA in Russian No 4, Apr 83 pp 208-216 


[Interview with Yu. G. Erv'ye, Hero of Socialist Labor, Lenin Prize Recipient, 
deputy minister USSR Ministry of Geology as told to correspondent Edvard 
Maksimovskiy; date and place not specified] 


(Text! Based on the deposits in Western Siberia, the country has produced a 
record level of gas--501 billion cubic meters last year. The Tyumen' people 
ire approaching a daily production of a million tons of petroleum--this will 

be an event for our economy. Every day newspapers print messages from Tyumen'; 
vou switch on the TV or radio--you will surely hear about Tyumen’. This is 
juite understandable: we now talk about petroleum and gas the way we talk 
about bread. Energy stored for millions of years in the depths of the planet 
moves machine tools, machines, tractors, illuminates cities and villages, lifts 
planes and rockets.... Our civilization is a hydrocarbon one--I think no one 
will object to this definition. Even a superficial analysis of the power 
balance makes it clear immediately that ail remaining sources of heat, motion 
uu Livht cannot even be compared to petroleum and gas. 


However, this is nothing to be proud of. It is infinitely more important to 
utilize petroleum and gas as chemical raw materials rather than as fuel. I 
want to remind us of the famous words of Dmitry Ivanovich Mendeleyev: to burn 
petroleum in fire boxes is like kindling a stove with bank notes. In fact, 
hydrocarbons, without which modern chemistry could not exist for even a day, 
cannot be replaced by anything. Their reserves are not replenished--the geo- 
logical youth of the earth has passed. In the future, man will obtain more 

and more energy from other sources--radioactive materials, thermonuclear syn- 
thesis, the sun.... Very promising investigations are being carried out 
directed toward the creation of hydrogen fuel whose resources from the world 
standpoint are practically inexhaustible--every puddle, every raindrop con- 
tains hydrogen! At the same time, this ecologically clean fuel burning in 
oxygen, produces water again. Anticipated or totally unanticipated discoveries 
will free our descendants forever from the threat of power hunger. However, 
there is another question; will this superproblem be solved in principle before 
the deposits are depleted? 


fhe words "Irreplaceable resources of petroleum and gas" sound extremely melan- 
choly. However, it is one thing if one overspends and stretches to the next 
pay and goes, where possible, into debt. It is another matter if the earth's 
population were suddenly deprived of basic kinds of natural fuel and raw mate- 
rials. Here there would be no one to come to the rescue. 
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The volume of prospecting inthe country is increasing. More and more money 

is being spent on searching for new deposits. We can say that in this 5-year 
plan period the Tyumen’ geophysicists will prepare many promising petroleum 

ind vas bearing structures and hand them over to drillers of northern expedi- 
tions. And, while the number of discovered deposits is not endless, there is 
mo cause for alam, In spite of the impressive summaries in which numbers with 
eight zeroes became customary for petroleum and with 11 figures for gas, we 
are, so tar, producing only a small part of the natural resources--just enough 
tor our own use. And another thing. Sometimes we simply forget how big, how 
truly immense our country is--one-sixth of the earth's surface! 


Let us take Western Siberia only. Fifty years ago, Ivan Mikhaylovich Gubkin, 
the tounder of petroleum geology in our country, at a meeting of the USSR 
Academy ot Sciences in Sverdlovsk, appealed for a search for petroleum on the 
eastern slope of the Urals. At that time, the country produced about 14 mil- 
lion tons of liquid fuel and 300 million cubic feet of gas. Today, Kazakh- 
stan's Mangyshlak alone produces more. That speech by Ivan Mikhaylovich is 
commonly known and popular to this day and I would like to remind you of his 
interview a few days after the meeting: "The prospects and importance of 
developing petroleum production in these krays are immense. Production in 
these regions may provide for the needs not only of the Urals-Kuznetsk Combine, 
but of the entire USSR economy." 


fhe whole country gave thought to how to obtain more fuel. Significant in this 
connection is a letter sent to the Minister of the USSR Petroleum Industry by 
Ivan Grigor'yevich Vikulov, tractor operator of the Shevyrinskaya MTS [Machine- 
Tractor Station]: “In our Tyumenskaya Oblast...there is an acute shortage of 
tuel, as well as lubricants. Is it not possible to explore the resources of 
our Abatskiy rayon? Not far trom my village I began to notice the seepage of 
in oily liquid to the surface of the ground.... Also water was seeping from the 
mountain slope with, it seemed, something like fuel poured on it, covered with 
a layer of violet color. Of course, I do not know the exact signs of petroleum 
deposits, but from these signs I assume that there is petroleum here...." It 
is very pleasant to read such a letter--you can see for whom a geologist, a 
veophysicist and a petroleum worker work. Vikulov's observations were, of 
course, no discovery for scientists. However, basic events developed in other 
regions ot the Tyumenskaya Oblast. 


The first commercial petroleum in these huge areas, covered with innumerable 
swamps, lakes and rivers, was obtained by the drilling brigade of Semyon Urusov. 
| recall him very warmly. Very bright man! He had only a sixth grade educa- 
tion--but not every engineer knew so much. In 1963, he was awarded the title 
of Hero of Socialist Labor.... The first petroleum was beautiful--a miracle! 
Greenish-brown trimmed with a golden foam like a school girl in her ball gown. 
Fragrant. It was scooped up by the handful and tasted. The joy was indescrib- 
able. And, suddenly, the well stopped flowing. As if it had been cut off by 

a knife. What disappointment what aggravation! It once again came to life 
ifter 2 hours but the flow of oil proved to be insignificant. After several 
months on a well, also drilled by Semyon Urusov's brigade, there was a powerful 
gusher. So that there would be no confusing of minds with large figures, 
Mikhail Shalavin, chief of the expedition and an old Baku man, coded with data 
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the gusher force as “iki-yuz-ali-uchyuz," which, translated from Azerbaijan, 
nweans 250 to 300 tons. Thus Shaim reached its full strength and with it began 
e history of commercial Siberian petroleum and all subsequent successes of 
“we veologists. Shaim confirmed our conviction in the presence of oil in 


yumen"’ soil. Samotlor, with many times greater reserves, did not leave such 


i happy teeling. We expected Samotlor, we went for it. It was calculated by 
ising 4 pen, as once was one of the planets of the solar system. Of course, 
the radiogram about Samotlor's discovery was recorded in the economic history 
the country. The date was 22 June 1965: “At Samotlor R-1l, after drilling 
through the entire thickness of the seam, a gusher of waterless petroleum was 
btained with a visual daily yield of over 1,000 cubic meters. Nobody was 
itraid to seare otf success--discoveries were made more and more often. We 
iccumulated experience, knowledge and believed in the strength of the earth 
ind it ur strength, 


‘yf urse, it anybody thinks that the discoveries were marching with a brass 
hand, he i: wrong. And the ditticulties were not even in the climatic condi- 
tion f Tyumen’. In some 15 years, Western Siberia was converted to the main 


wer and raw materials base of the country. This was a difficult matter 
tor millions of people. What did we geologists have to start with? Almost 
‘ero. There was practically no scientific or production base. The first ex- 
ed wells were drilled directly in cities and settlements--it was easier to 
liver heavy equipment there. No one even dreamt then about swamp buggies 
iir-cushioned platforms. By the way, it should be taken into account that 
he unknown locations of mineral resources and the weakness of the geophysical 
nethods made no difference about where to start sinking wells. A drilling 
lerrick appeared even in the city of Tyumen’ on Republic Street to the joy of 
the local boys. It stood there for a long time. It was suggested that it not 
« dismantled and remain there as a memorial.... 


derricks also appeared in Surgut and in Kanty-Mansiysk.... But not one well 


wis productive. As if thev were hexed. Republic Street, for example, had 
her of mineral water with a small quantity of the simplest hydrocarbon-- 
ethane. This was an unimportant find. In other wells, films of oil were 


ul, but that was all. Surprisingly it was found that all the old settle- 
ments in the oblast were located outside the deposit limits. But as soon as 


we ved away trom places which have been populated for centuries, discoveries 


it should not be forgotten that it was necessary to fight to prove that we did 


wt look tor petroleum in swamps for nothing. It was also necessary to defend 
urselves, for at times situations arose not favorable to us. The longer the 
lepths were silent, the more the Tyumen’ geologists were crowded by scientific 
ponents. When I was the chief of the Tyumen’ Geological Prospecting Admin- 
tration, a young dark-haired man with dark burning eyes, an assistant pro- 
fessor, a science candidate, came into my office and said: “I'm studying the 


ileoclimate and I'm ready to prove that your administration wastes state money 
earching tor petroleum. It cannot be found north of the 60th parallel. This 
" , oo" 


mnot be retuted. But, in tact, the 60th parallel passes south of Samotlor. 
But then Samotlor was not in the project. 


with the stubbornness of one obsessed, going to the highest level of authority, 
this science candidate tried to prove his theory. Even when petroleum gushers 
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were found in Shaim and Mezion, he continued to affirm that this is a local 


phenomenon. Imagine a man who comes to the zoo and, having seen a giraffe, 

stat that there cannot be such an animal in nature, They tell hin: 

“Here he ls, a giraffet" And he replies: "No, this is impossible.” What can 
One say? Even after petroleum deposits were discovered, one responsible worker 
of the SFSR Go plan stated: “What pet roleum can there be in Tvume S sés0” 


i recall battles for the Nizhne-Obsk GES, The Obsk water reservoir would cover 
113,000 square Sunnie a literally burying petroleum-gas bearing areas, 
Speclalists, the public and noted Soviet | riters argued against the project. 

» at times it was “necessary not only to prospect for petroleum and gas in 
fyumen*®, but also to save our work from zealous people, 


In the middle fifties, disappointments were not too rare. Seven years separate? 
the tlrst large discovery from the second. This tells us something: stamina 
aui contidence were necessary. But even when things began to move we acadn 
wer blamed, but this time for inefficiency. Here is one episode, Twent: 
years ago, a seismic si rvey discovered a large rise, called Salymskoye, de- 
ween Khanty-Mansiysk and Nefteyugansk., Of course, the rise is an important 
ri erion of a deposit, but not entirely compulsory in each individual case. 

\ very respectable ccologist visited the Salymskaya well, looked at «he well 
iomging charts and immediately concluded that the well was very promising. 
However, tests disappointed everyone, It happens... 


Ihis tailure--geology does not always guarantee absolute victories--prompted 

i noted petroleum worker who had worked for a long time in an area between the 
Volga and the Urals, to blame the Tyumen’ people for shortsightedness. No more 
md no less. He appealed to higher authorities with a categorial statement: a 
sreat discovery was made at Salym, and the Tyumen’ people, the so-and-so's, 

uld mot recognize it.... The results of some more tests were received that 
gave rise to no doubts and this person retreated, at the same time calling the 
['vumen’ petroleum prospectors, including me, adventurists.... As you see, not 
only seientific but purely human passions boil around geologists. I do not 
want to contrast the profession of the geologist with other professions but I 


m convinced that this business is not for everyone. 


iin ridges and peaks, glaciers and rivers, squares and streets and steam- 
ers, and entire deposits were named in honor of pioneers, remarkable Soviet 
veologists and geological prospectors. The name of Andrey Fedorovich Tarasov, 
irill foreman, is carried by a street in the Tarko-Sale settlement and by a 
wtroleum deposit in the Purovsk rayon. There is a street and a petroleum- 
bearing area named in honor of geologist Viktor Petrovich Fedorov who partici- 
pated in important discoveries in the Surgut Priob'ye. The chart of mineral 
posits carries the names of geologists Vadim Dmitrivevich Bovanenko and 
jikolay Borisovich Malik-Karamov. The memories of I. M. Gubkin, Ye. V. 
Sutormin and V. I. Muravlenko are immortalized--large deposits of petroleum 
md gas were named tor them. 
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In the fall of last vear, several days before the 65th anniversary of the 
Great October, a memorable event occurred in Tyumenskaya Oblast: the tril- 
lionth cubic foot of gas was obtained. That took 16 years. The next trillion 








judging by calculations, will take only one-third that time. We recall that 
the first billion was produced at Tvumen" in 1964. In 1980--it is already 131 
billion! By the end of the S-vear plan period, and perhaps before, I think 
sooner than Later--the Tyumen’ workers will start producing a billion cubic 
meters a day. I cannot help recalling the words of Aleksandr Nikoiavevich 
Radishchev: “How rich Siberia is in natural resources. What a powerful kray 
it is! More centuries are required, but as soon as it is settled it will play 
in important role in the chronicles of the world!" 


How much gas is there in this earth? Five Siberian deposits are considered 
the largest--Urengoy, Medvezh'ye, Yamburg, Zapolyarnoye and Bovanenkovskoye. 
Until now over 10,000 gas deposits on earth were discovered including some 
very small ones. World production exceeded 1.5 trillion--or converting con- 
ltitionally to petroleum--1.5 billion tons (a ratio of 1,000 between gas and 
petroleum is assumed). And yet, we have only begun increasing the gas fi ids. 
| think a small summary of reserves should be of interest. We will take only 
thoroughly explored reserves according to data as of 1 January 1979. The 
United States--5.7 trillion cubic meters; Central and South America--2.3; 
Western Europe--over 4; the Near and Middle East--14; Africa--5.3 trillion 
ubic meters. A total of about 46 trillion cubic meters. At present it has 
possibly passed 50 trillion. 


Our gas program is actually only developing. The greatest load falls on Uren- 
soy. By the most approximate estimates, its reserves exceed by several times 
the total gas reserves of such producing countries as Mexico, Algiers, Canada, 
Fneland and the Netherlands. Yet the first well began producing only 5 years 
ivo. Urengoy is a gas Samotlor. We walked to it through dark and bright 
davs. But even in the minutes of the most bitter disappointments, the Tyumen’ 
zeological prospectors did not blame nature or fate but themselves. If a man 
recoenizes his errors, it means that he hopes to find a way out and does not 
lose taith in success. Of course geology, like any other science, strives to 
use mathematics in its area of activity, but geology also needs luck... Yes, 
the same everyday luck, the lack of which we complain about every time some- 
thine did not happen that should have happened. 


| think that success is most frequently achieved by those who are prepared for 
it either intuitively, or where they feel it is close. Only thanks to the 
painting, “Menshikov in Berezovo" painted by Surikov 100 years ago did I, like 
i majority of others surely, know that such a village as Berezovo existed in 
Siberia, although it had already been established in the 16th century. And 
here, on 21 April 1953, Berezovo was added into the economic reports of the 
world--there was a powertul gas gusher there. This discovery equaled the 
discovery of the petroleum at Shavyma in importance. 


Now any voung specialist, when glancing at the logging diagram of the Bere- 
zevo well, will say with assurance that a xas-tilled seam was discovered. 

Yet, in those days, even prominent specialists couid not persuasively inter- 
pret the logging diagram. But this is another topic. When drilling a well, 
seologist Aleksandr Bystritsky (later he was awarded the Lenin Prize), gross- 

ly violated regulations and, as is customary, was penalized for that. The 
situation was that the well was planned near the taiga river Kazym, a right-hand 








tributary ot the Ob*, but it was not possible to transport the equipment 
there. Then it was decided to drill the well at Berezovo. At the last moment 
Bystritskiy decided not to deliver the equipment to the designated area as is 


usually done, but to drill the well at the point where the equipment was un- 


; 


loaded--on the bank of the Vogulka River. Arbitrarily he had shitted the 


point 2 kilometers. Thus, modest Vogulka became tamous. 


It was so long ago that perhaps it does not need to be recalled. Yet, in 1956, 
i well was drilled where it was originally planned. What happened? Only 
water was obtained. Such luck tor a geologist! Of course, there are examples 
juite the contrary. The history ot the discovery of the Punginsk zas deposit 
is well known. The place tor drilling the first well was calculated theoreti- 
‘liv. On the way to it, the brigade straved; Malava Sos'va--a river meander- 
ing in the taiga. One section cannot be told from another--it would be easier 
to discriminate between twins. The brigade went 2 kilometers farther up the 
river than was necessary. The well was found to be dry. Yet when a well was 
lrilled where it was planned earlier to drill, commercial gas was obtained. 

So there it is! No matter what the preliminary results are, one should not 
prematurely panic or be delighted. It is not in vain that they say: the 
lrill bit is the best professor. 


lhe more we learn, the more we realize how little we know. The near-earth 
pace is better investigated than the upper strata of the crust of the earth. 
ven the mineral deposits of Western Siberia where we have extracted miilions 
ind billions of tons of petroleum and cubic meters of gas for many years have 
vet to uncover all their secrets. But why complain where here there are only 
|! meters of exploration wells per 1 square kilometer--several times less 
than in old petroleum regions. 


tually, prospecting is only beginning at the Yamal and Gydansk peninsulas, 
that are highly interesting from the standpoint of geology. Only a few wells 
have been drilled here, but they disclosed curious information. In the 
United States, results are produced in only up to 30 percent of prospecting 
wells and in up to 60 percent of operational ones; the remaining ones are dry. 
In North Tyumen’ the picture is considerably more gratifying. 


The northern seas’ shelf is equal to one-fifth of the territory of the Soviet 
nion, i.e., it is more than double the area of the West Siberian plane. In 
time, we will come out to the littoral waters of the Arctic Ocean and here 
there is something co think about! It is believed that about 60 percent of 

the world’s reserves of petroleum and gas will be found in the shelves. Over 
100 countries are searching for these resources in the seas and about 40 of 
them--produce them. The West Siberian plane is huge: from the area of the 

low rounded hills of Kazakhstan and the Altay Mountains to the Arctic seas-- 

’, 900 kilometers, and from the Ural Mountains to the Yenisey--1,500 kilometers. 


And what about beyond the Yenisey? Say in West Siberia, the annual volume of 
exploring-prospecting drilling is over a million meters, while on the Siberian 
platform about 2.8 million meters have been drilled in the last 40 years. 
[hese meters are practically nothing compared to the immensity of the space: 
the average density of the exploration drilling is 70 centimeters per square 








«i lometer--one-seventeenth that for the country. As was once done in Tyumen’, 
irilling is basically done where it is possible to overcome the difficulties 
in delivering equipment--mainly along rivers. For example, in the immense 
fungus syneclise work has only begun. 

fhe work here is considerably more complicated than in Tyumen’ even though 
there are no muddy swamps with permatrost underneath; the topography is very 
rugged with hills and in the northern part, it is mountainous with canyons, 
vorges and rocky talus. 


Nobody will sav that great geological discoveries ended in this same Tyumen- 
‘kava Oblast. And what can one say about the gigantic spaces between the 
Yenisey and Lena Rivers? With very little deep prospecting 22 petroleum and 
4s deposits were discovered and encouraging results were obtained at 25 more 
places. 


Let us take, tor example, Evenki. In area the autonomous okrug exceeds such 
i union republic as the Ukraine. Yet its population is 1/2500 that of the 
Ukraine. The mining industry can give a powerful momentum to the development 
ot this remote taiga kravy. Geologists who roamed Evenki extensively speak 
enthusiastically about its underground treasures. It is possible that in the 
future 4a question about creating a new fuel and raw materials base here will 
be posed. Meanwhile, Tura is the center of the autonomous okrug and a small 
wettlement of the city type on the lower Tunguska River where the Kochechum 
tlows into it and is not famous for anything. Perhaps these rivers can be 
ised to transport fuel, equipment, food and other freight people in Evenki 
need. This is verv expensive. Geologists testify that delivery of devices 
is two to three times more expensive than the devices themselves. Economists 
testity that to take care of each worker and his needs it takes up to 20,000 
rubles per vear--several times more than in the populated regions of Siberia. 


fhe time will come when Soviet geological prospectors will develop work widely 
bevond the Yenisey, unafraid of the rugged nature or difficulties of everyday 
life; the same as they now work on the unpopulated banks of Ob's bay and in 

the inhospitable Yamal. When will this time come? Between the Yenisey and 

the Lena, so tar, there is no gas Berezovo or a petroleum Shaim which, at one 
time, assured us of the great potential possibilities of the Tyumenskaya Oblast. 
There are fairly numerous deposits on the Siberian plateau, but they are not 
especially bountiful. They are of interest as forerunners of future geological 
discoveries and, perhaps, the Siberian ocean of energy will extend here. 


Gas is gaining a more and more solid position in the economy of the country-- 
it is convenient to transport, is a cheap and efficient fuel and raw material. 
The Soviet gas program, calculated tor a long period, made an immense impres- 
‘ior on manv foreign specialists. We are rightfully proud of it. In the cur- 
rent S-vear plan period, six transcontinental gas pipelines will be built with 
t+ total length of up to 20,000 kilometers. The first of these, the Urengoy- 

Cryazovets=-Moscow is already operating at full capacity. The second gas pipe- 


line, the Urengoyv-Petrovsk (this is an ancient city on the Medveditsa River in 
Saratovskaya Oblast) was built ahead of schedule. The third line frou Urengoy 











to Pskov will begin operation soon. About 3,000 kilometers ot 1,420 millimeter 
pipe was welded tor main Urengoy-Pomary-Uzhgorod export main pipeline. 


tleven pipelines are starting from Urengoy alone. They carry energy equal to 
several tens of such very large hydroelectric power plants as the Krasnovar- 
‘kaya. The development rates of North Tyumen’ are remarkable. Up to 2.5 bil- 
lion rubles must be invested annually for the construction of surface field 
tacilities alone at the deposits to maintain the assimilation rhythm of the 
virwin gas soil--this not counting the cost of the large pipes. I think it is 
necessary to mention what the unified automated gas supply system ot the coun- 
try is--an interconnected network of main lines with an overall leneth of 

$i. earth equators. 


av, in Moscow, a considerable part of the electrical power is produced by gas. 
wer 200 million Soviet people use this convenient, cheap fuel in their every- 
lay lives. One cubic meter is sufficient to prepare dinner for 10 people. 

is is used to produce almost 90 percent of the steel, 25 percent ot! nonterrous 
metals, 40 percent of the rolled stock, 60 percent of cement and 85 percent ot 
mineral tertilizers. The chemical industry uses gas to produce synthetic mate- 
rials, plastics, organic acids, rubber, medicines and detergents, toxic chemi- 
cals, hydrogen, ethvlene and acetylene, carbon monoxide, alcohol, paints.... 
we may say: all this and not only this do we obtain from the depths of Siberia. 
Look around your apartment, your clothes, the equipment of the working position-- 
there is hardly anything in one way or another that was not made with the par- 
ticipation of gas. It seems that humanity is entering the age of gas faster 
than the age of the atom. There is a very simple explanation for this: the 


1 
(OW COST. 


The vas ave began in Siberia. In his time, Gleb Maksimilianovich Krzhizhanov- 
skiy stated: “The question of mineral resources in Siberia and utilizing them-- 
is not even a USSR question, but a world one." Complying with the iron laws of 
protitable economic policv, we built a gas bridge from Siberia to the European 
states. Of course, of no small importance is our interest in the industrial 
progress of the Council for Mutual Economic Assistance [CEMA] countries in the 


nutually beneficial trade with them. 


Our natural gas was being sent to Poland already in 1944, In 1967, the 
"Bratstvo" pipeline with its destination point Czechoslovakia was placed in 
operation. In 1973, the GDR began receiving gas. Since 1974--Bulgaria; since 
\975--Huneary. In 1979, the international “Sovuz" gas pipeline, the largest in 
Furope, was placed in operation--an event outstanding in the development of 
economic cooperation between the CEMA countries. It is 2,667 kilometers long 
with a pipe diameter of 1,420 millimeters (these figures will be of use to us 
for comparison with the Western-Siberia-Western Europe export gas pipeline). 

\t present, Austria, Italy, the FRG, Finland and Yugoslavia also receive gas 


| 


trom the USSR. Several countries purchase it in liquefied form. 
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wna* do we get in exchange? From Czechoslovakia -- gas turbines, refrigerating 
ejulpment, cranes, From Poland -- diesel Gmanete rs, RR cistems, diesel 
engines, From the GDR -- deep well pumps, transformers, distribution cabinets. 
From Hungary -- radio stations, telephones, reaot e controls, Frenm Bulgaria -- 
electric cars, electric filters, pumps. From the FRC -- large diameter pipe, 
‘as pumping machinery, shut-off valves, Cooperation is mutually beneficial. 

[It is precisely for this reason that Westerm Europe repulsed attempts to dis- 
rupt the construction of the gas export pipeline. Gas will arrive in Wester 
Europe On schedule as stipulated by the agreements and perhaps sooner, 


Here are several curious extracts from foreig newspapers from the time of 
thelr introduction of “sanctions” wtil their abolition. Om 29 December 1921, 
jO American firms, among them General Electric and Caterpillar Tractor, were 
forbidden to sell equipment for producing and transporting gas to the Sovie+ 
Union. In June 1982, an embargo was placed on the same equipment of affiliates 
of American firms abroad and on foreign enterprises using American licenses, 
In August, sanctions were applied which were called “insulting, unjust and 
dangerous," by F, Mitterand, the president of France. The French Economics 

nister, J. Delor, said positively, “They treat us like servants.” The West 
yerman newspaper, “Handelsblatt” printeds "That which at the start appeared 
to be a harmless diplomatic argument grew into one of the saddest crises of 
the NATO countries since its inception.” Fron the American weekly, NEWSWEEK: 
he international trade tactics changed fully, Now Reagan*s administration 
foes not hesitate to strike until blood flows,” THE NEW YORK TIMES -- "First 
of ali we must stop making it appear that we have achieved success and ac- 
knowledge that we were beaten, lashed and had our heads broken,” 


Maver, director of the West German firm "Mannesman™ who came to Moscow 
ntly said that the firm “is faithful to its obligations and will fulfill 
them, no matter what.” According to the contract concluded with the "Promsyr’ve 

eksport™ foreign trade organization, "Mannesmann" is to supply 1.5 million tons 


of pipe. This will be laid on 1,500 kilometers. The firm signed the first 
contract for delivering large diameter pipe to the USSR in 1959. However, the 
powers that be in the FRC imposed a ban. The firm suffered losses and we were 
ible to organize the production of such pipe in Chelyabinsk and Khartsyzsk. We 
ire now producing up to 1.5 million tons of pipe per year. Sometime ago, someone 
wrote with chalk on domestic high pressure pipe: “Our reply to Adenauer,” 
last year they wrote: “Pipe -- to sanctions.” The word “pipe” in this context, 
aS you and we understand perfectly, does not signify a steel pipe. 
[t is naive to assume that Soviet industry would not be able to cope with the 
riers of the gas industry. And if we turn to foreign firms, it is only fron 
onsiderations of efficiency and profitability and not at all for technological 
reasons, Sometimes it is more profitable to get something from neighbors on 
‘this earth than to develop our own production facilities further. We are not 
talists, but we can figure out what our advantages are, Between countries, 
tivision of labor on such projects is mutually advantageous and it is in the 


He] sinki vt t+ 
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Let us get acquainted, although cursorily, with the situation at plants and de- 
Sign bureaus that meet the orlers of the builders of the export route, 
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gen Rearan attempted to “plug” the gas pipeline, our machine duilders created 
pecimens of entirely new gas pumping machines for compressor stations, Exter- 

nal events only acceleratad their development and transter to production. 
ower capacity, complexity of technological equipment and size, stations could 

De fully comparable to small plants, On the average, there is one such fas 
imping station every 100 kilometers of the route, 


SCT Hh [7° 


@nat is new about that? A rhage / napa ed 25,000 kilowatt “GTN-25" cas-turbine 


machine pumps over SO million cubic ters per day. In quality, it exceais a 
imilar machine of the sane cl SS swoduoed by the American firm General Elec- 
‘ric. The “GIN-25" was created by three associations, well mow in the world 

-- + Leningradskiy Metallicheskiy Zavod (the power turbine and gas pump), 


Nevekiy Zavod imeni V. I. Lenin (turbine) and the Leningradskiy Zavou 
irbinnykn Lopatok imeni 5O-letiya SSSR.” They were placed in series production 
very quickly. A 25,000 kilowatt machine was also created by the power machine 

rs in the Urals. The Selentific Research Technological Desim Institute 

0 Turbine-Compressor Bullding of the Nevskiy Plant is developing a 40 ,000 

“ilowat* machine, There are no such machines abroad; we can only compare it 
witm ours, Thus, as compared to the “GIN-25" there will be a reduc tion of 
ibout 30 percent in the cost of capital construction and of about 40 percent 


in operational COSTS. 


he llective of the “Turbomotornyy Zavod imeni K. Ye. Voroshilov” completed 


the assimilation of gas pipeline turbines ahead of schedule. The new turbine 
| Sverdlov builders weighs half as much as the previous ones and the high 
lieve! ot finishing by the plant makes its installation faster--on the principle 
t children's cubes. Production of gas units has begun at Sumv. My colleagues 


foke that one of the hottest sections of the gas pipeline passes through a quiet 
w street where the “Gazstroymachina™ special design bureau is iocated. It 
is precisely here that a special design rotary trench excavator was created: it 
lies a trench in permafrost up to 5 meters wide and up to 3 meters deep. A num- 
ber ot new in principle solutions have been patented in the United States, 

inaida and Japan and licenses have been sold. The same design bureau also de- 
sivned the “TG-502" pipe-layer which is manufactured by the Sterlitamak Build- 
ine Machine Plant. Created on the basis of the Cheboksar industrial tractor, 

it is simpler to control and better equipped with safety devices than the 
American Caterpillar. In life, as in poetry, “economic sanctions" and “techni- 

i! progress” do not rhyme. 
Technical progress does not exist in itself. It is brought to life by the 
‘rowing needs of the national economy, Its heart and motor are larre projects, 
The sas program of the 1ith Five-Year Plan period gave a considerable push to 
‘ne development of power machinery. The Electric Welding Institute imeni Ye, 
« Paton of the Ukraine Academy of Sciences has developed an original unit that 
welds 6 to & seams per hour (without it a worker would take a week to do it) 
ani increases the aligmment of the pipes by 10 times, The Kazan Motor Build- 
ine Production Association manufactured the first gas-t neg ngine for punp- 
ing Cuel. Do you know how much time has passed since the assimment of the 
‘ask for seeking an idea until its embodiment into metal? Slightly over 30 
lays! Such were the rates of several other industries of ours, The problen 
was complicated but it was solved brilliantly. The power heart of the engine 

the Tu-1%5-" turbine, formerly desigmed to use kerosene was switched to 

















Plants of the Ministry of Construction of the Petroleum and Gas Industry are 
now manufacturing over 70 types of new machines and devices for mainline gas 
pipelines for any climatic zones. These zones differ greatly fron one another* 
Let us take North Tyumen and Turkmen Karakums -- where the temperature differ- 

e is frequently over 100 degrees... I cannot refrain from mentioning the 
rpunen “ all-terrain, four-wheel drive vehicle, It is used to transport large 
excavators and as a mobile industrial platform, The capacity of the “Tyumen “ 
is several tens of tons and it can run where Canadian all-terrain vehicles used 
t sink. The pressure on the ground is no greater than that of a skier. 


Welding, digging trenches, insulation, laying pipe, covering -- all this over 
‘+51 kilometers, including 150 kilometers of permafrost, 700 -- over swamps, 
2000 -- through forests, 43 -- over the Urals and Carpathian Mountains, It 
will be necessary to cross paved roads and RRs 417 times, rivers -- 561 tines 
and go under water -- 200 kilometers, I will name only the biggest rivers 

Ob , Volga, Kama, Don, Imepr and Imestr, 

I will clarify the cost of building the gas pipeline by the example of the 
alreaiy existing Urengoy-Moscow mainline. Its length is 2900 Kilometers, For 
Simplicity we will round it out to 3000. It required 3 million tons of pipe 
and 3 million kilowatt compressor stations, It cost 3 billion rubles, The 
export mainline will be somewhat more expensive -- 7,6 billion rubles, But 

it is much bigger and has a larger capacity. The total capital investments in 
the gas program in the current five-year plan period exceed the total cost of 
building the Baykal-Amu Mainline, the Kama and Volga Motor Vehicle plants and 
the “Atommash."” This is quite a range! Corresponding profits are expected. 

I will note that our specialists surpassed their transoceanic colleagues. The 
Transalaska pipeline is shorter and smaller in diameter than the pipeline fron 
Urengoy to Moscow and was built in 33 months, i.e. it took much longer and cost 
considerably more, 


ihe assault on Siberian mineral resouces is continuing. Recently, a decision 
was adopted to break through into the depth of the earth. The firs: Tyumen 
rar pa well will be drilled to the 10th kilometer from the surface, This 
event is of prime importance for geology. The drill will pierce the northern 
part of the Urengoy gas deposit with which we are acquainted and then will get 
into the umknown. The ancient rocks are of special interest. Perhaps they 
‘ontain hydrocarbon raw materials? Simultaneously there will be an exhaustive 
study of the mysterious strata... We hope to obtain answers to many questions 
that have excited geologists for a long time, We must assume that, as usually 
happens in science, new kmowledge may open new perspectives. 


How Tyumen changed in only 30 years! It grew no’ only cities -- it grew peo- 
ple and immense collectives, Their labor is convert ns an ocean of energy into 
the enermy of the accomplishments of the Soviet peopl 
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